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BOOKS FOR THE WHOLE FAMILY AT ENORMOUS SAVINGS! 


ES, you are invited to accept the best- 

selling ‘“‘Pilgrim’s Inn” as your FREE 

Membership Gift when you join our book 
club—plus the inspiring “Peace of Mind” as your 
first FREE Bonus Book! We make this unusual 
offer to demonstrate how membership in the 
Club brings you the best and most enjoyable 
new books—at prices much less than the pub- 
lishers’ retail editions! The Family Reading 
Club was founded to find books for the whole 
family—books which are worthwhile, interest- 
ing and entertaining without being sensational! 
Read how the Club operates; then mail the 
coupon to join and get your TWO free books! 

The Finest Book Each Month 
Each month publishers are invited to submit 

books they believe will meet the Family Read- 
ing Club standards. Our Editors then select the 
book they can recommend most enthusiastically 
to members. These are the books which every 
member of your family can read—books to be 
read with pleasure, remembered and discussed 
with delight, and retained in your home library 
with pride. These are books which will strive 
for the majesty and beauty of such classics as 
“Random Harvest,” “The Robe,” ‘My Friend 
Flicka’”’ and ‘“‘How Green Was My Valley.” 

What Membership Means To You 

There is no charge for membership in the 

Family Reading Club beyond the cost of the 
books themselves. You pay only $1.89 each 
(plus postage and handling charge) for the 
books you purchase after reading the book re- 
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PILGRIM’S INN by Elizabeth Goudge 


All America thrilled to “Green Dol- 
phin Street’ both as a novel and as 
a motion picture! Now Elizabeth 
Goudge’s admirers will be enchanted 
' by this story of a peaceful old sea- 
side inn whose magic changed the 
lives of all whom it sheltered. 
warm and happy book you should 
not miss. Publisher’s edition, $3.00. 
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view which will come to your home each month. 
It is mot necessary to purchase a book every 
month—only four each year to retain your mem- 
bership! All selections are new, complete, well- 
printed and well-bound; each will be a real ad- 
dition to your library. And your books will be 
delivered right to your door by the postman— 
ready to read, with no bother on your part! 
Free “Bonus” Books 

The Family Reading Club distributes a 
“Bonus” Book free for each four Club selec- 
tions you take. These books will meet the high 
Club standards of excellence, superior writing 
and wholesome subject matter—and you can 
build up a fine home library this way at no 
extra expense. The purchase of books from the 
Club for only $1.89 each—instead of the retail 
prices of the publishers’ editions of $2.75 to 
$3.50—saves you 25% to 359 Zo of your book 
money. And when the value of the Bonus Books 
you get free is figured in, you will actually save 
as much as 50%! Now for the first time, the 
Family Reading Club offers to send you your 
first Bonus Book in advance! 

Join Now — Send No Money 

If you believe in a book club which will ap- 
peal to the finer instincts of every member of 
your family, let us introduce you to the Family 
Reading Club by sending you ‘“'Pilgrim’s Inn” 
and ‘‘Peace of Mind’? — BOTH FREE with 
membership! Just mail the coupon. This offer 
may be withdrawn at any time, so we urge you 
to mail the coupon NOW. 


FAMILY READING CLUB ¢ MINEOLA, NEW YORK 


When writing to advertisers please mention CHRISTIAN HERALD 


their greatest 
true understanding, 
peace of mind duting these troubled 
times. Publisher's edition, $2.50. 


Two Great Books That Belong 
in Every Home 


OTH FREE 


TO NEW MEMBERS OF THE 


DL, Lieadlng 6 Chub. 


PEACE OF MIND 
by Joshua Loth Liebman 


Nearly a million copies of this great 
and famous masterwork have already 
been purchased! Many readers con- 
-next to the Bible itself—as 
source of inspiration, 
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BOTH FREE | 


WITH MEMBERSHIP 
PILGRIM’S INN av2 PEACE OF MIND 


1 
Family Reading Club, Dept. 9CH t 
Mineola, New York § 
Please enroll me in the Family Reading Club g 
and send me “‘Pilgrim’s Inn” as my free Mem- 
bership Gift Book and ‘‘Peace of Mind” as my i 
first Bonus Book. Each month you will send §j 
me a review of the Club’s forthcoming selec- é 
tion—which I may accept or reject as I choose. 
There are no membership dues or fees—only i 
the requirement that I accept a minimum of : 
four Club selections during the coming twelve 
months at only $1.89 each, plus postage and t 
handling. 3 
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Same Price in Canada: 105 Bond St., Toronto 2 
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dedicated to this platform: To advance the cause of Evangelicai Christianity; to 
the needy at home and abroad; to achieve temperance through education; to 
champion religious, social and economic tolerance; to make Church unity a reality; 
to labor for a just and lasting peace; to work with all who seek a Christlike world. 
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ping Those Present 


Helen Smith Shoemaker (More 
Things Are Wrought by Prayer, page 19) 
is, of course, the wife of the distinguished 
rector of New York’s 
Calvary Episcopal 
Church, Dr. Samuel 
M. Shoemaker, Jr. 
She is thus the 
“spiritual mother” of 
one of the most dy- 
namic parishes in 
America, yet she 
finds time for exten- 
sive counseling, lec- 
turing and magazine 
writing. In her talks and in her book, 
“Prayer and You,” from which the present 
article was taken, she deals with the vital 
subject of creative prayer. “Prayer and 
You” has been widely praised by Dr. 
Poling and other national religious leaders. 

Before her marriage, Mrs. Shoemaker 
studied at the famous Art Students League 
in New York and later with the avant 
garde Russian sculptor, Archipenko. She 
traveled in England and the Balkans dur- 
ing 1927-28 and spent time in further art 
study in Paris. Upon her marriage she 
abandoned art to devote her time to 
church activities. She is an officer or 
member of a number of church organiza- 
tions, including the Federal Council's 
Christian Teaching Missions Committee. 


Russell Conwell Ross, who writes the 
challenging Did You Choose Your Father? 
page 4, was born in the state of Washing- 
ton, the son of a 
pioneer Baptist min- 
ister. He was edu- 
cated at Oregon and 
Iowa, received his 
M.A. degree from 
Iowa State Univer- 
sity. For nine years 
he was a_ public 
school superintend- 
ent, for three years 
a university profes- 
sor and for twenty-seven years he has been 
a lecturer, averaging four addresses per 
week for the past five years. Like the late 
Russell H. Conwell and his great “Acres of 
Diamonds” address, Mr. Ross is rapidly 
achieving fame with his “The Hand on 
Our Shoulders” which he has given before 
more than 300 entuusiastic audiences. It 
would make an interesting tie-up if it 
could be said that Mr. Ross received his 
middle name from Dr. Conwell in whose 
footsteps he now seems to be treading; it 
would be interesting, it would also be 
anachronistic, for Mr. Ross was probably 
named while Dr. Conwell was still a boy. 
“The Hand on Our Shoulder” concerns 
the practical application of the Golden 
Rule in business. 

Mr. Ross is a member of the First Baptist 
Church of Pasadena, California, where he 
lives with his wife and two children. He 
is on the Christian Businessmen’s Commit- 
tee of Los Angeles and a member of the 
Gideons. He recently completed the writ- 
ing of a book, “Speak With Ease,” which 
deals with effective public speaking—a 
subject, if you will overlook the pun, on 
which he can well afford to speak. 
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MeClusky (University on a 
was born on St. Pat- 


Thorp 
Shoestring, page 20) 
rick’s Day in the little village of Boonville, 


New York. Appro- 
priately enough, his 
parents were Irish. 
His first ambition 
was to be a musician 
and he played the 
pipe organ at Boon- 
ville’s First M. E. 
Church; he also 
earned fifty cents an 
evening playing the 
piano in a movie 
theater in the days when the movies were 
mute. Did someone say they are noisier 
now but they still don’t say anything? 

This second-generation [rishman studied 
music at Syracuse U. and journalism at 
Columbia U. He gradually drifted into 
writing as a career as he began to sell short 
stories and novelettes to the “pulps.” He 
is co-author of “Driver Selection and Train- 
ing,” a manual which was used by the 
Army in training more than two million 
motor vehicle operators during the last 
war. Mr. McClusky, now free-lancing, lives 
in New York City with his wife. 





Stover (How Far is it to 
page 38) is the colorful and force- 
Messiah Lutheran Church, 
Philadelphia. Dr. 
Stover is a graduate 
of Wittenberg Col- 
lege, Springfield, 
Ohio, where he was 
heavyweight boxing 
champion and a 
member of the base- 
ball, foctball, basket- 
ball and track squads 
—almost a one-man 
Olympic team! And 
his ministry today is imbued with this 
athletic fervor. A writer recently said of 
him: “He is big, good looking and the pos- 
sessor of an enthusiastic and optimistic 
him. He de- 


Ress H. 
Church? 
ful pastor of 





spirit. He draws people to 
velops an intimacy between pulpit and 
pew, making each person feel he is a 


component part of the service.” 


Dr. Stover’s church is known as “The 
Friendly Church.” The services attract 
huge crowds; hundreds attend the morn- 


ing service and jam the auditorium in the 
evening. Prior to the war, Dr. Stover in- 
augurated an Easter Sunrise Service at 
Temple Stadium and_ broke all Phila- 
delphia records by filling the 75,000 seats 
and turning away 20,000. 


Leland E. Thomas (The Sexion—For- 
gotten Man, page 56) inherited his interest 
in church work from his parents who la- 
bored long in the 
Lord’s vineyard. 
While he was super- 


intendent of his 
church school and 
chairman of his 
church’s Committee 


on Religious Educa- 
tion, he was made a 
director of the Sche- 
nectady County 
(N. Y.) Good Gov- 
ernment League and also served as its press 
representative. Mr. Thomas has been edi- 
tor of a young people’s religious paper and 
has written widely in the field of religion. 
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A joint message 
of the 

Official Protestant 
Publishing Houses 
Box 67, Chicago 90 
Illinois 


the atom. 
had done. 


this as the ultimate, 


Over many years scientists cherished the dream of splitting 
They succeeded and were aghast at what they 


The accomplishment of fission has brought to man a 
power that is frightening in its implication. Will he accept 
or will he come to realize that in love 


there is an even greater source of power—that a simple 
act of kindness may set up a chain reaction that will bring 
happiness to persons of whose existence the doer of the 
original deed is unaware? Will man truly fulfill the law 
of Christ and go onward and upward to a high destiny? 


The challenge that 
was never so great. 
for your task was never 


so urgent. 


faces you as a Christian teacher 
The need to be thoroughly prepared 
To see that you are 


prepared is the responsibility—we might better say the 
sacred trust—of your official church publishing house. 
With knowledge, skill and a high sense of dedication 
your church publisher prepares the lesson materials that 
are your most effective guide in teaching of Christ and His 
love—a love that passeth understanding—a force, radiant 


and vital, 


PROGRESS through COOPERATION 


that can save and transform the entire world. 





You need your publishing house: your publishing house needs you. 


FOR YOUTH FOR CHRIST MEETINGS 





This perfect selection of just the right songs was made by Homer 
Rodeheaver and Al Smith, the well known successful 
song leader of YOUTH RALLIES and author of ''Singspiration." 


Our new book is a compilation of stirring, rousing songs 

for a forward-moving group of young people. Youth like to sing 
spiritually-helpful songs. These are the songs that are adding 
new interest and enthusiasm to the great "Youth for Christ" 
rallies of our country. Order today! 


The RODEHEAVER Hall-Mack Co. 


105 Ninth St. Winona Lake, Ind. 


When writing to advertisers please mention CHRISTIAN HERALD 


119 selections 





35¢ 


Including "'He Lives,"’ ‘'Youth for 


Christ,’ 
Boys,’ 


"'God Bless 
‘ "In the Service of the 


Our 


King."" and 115 other favorites 


that Youth loves to sing! 
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Did You Uhoose Your Father? 


By RUSSELL CONWELL ROSS 


| DID NOT choose my parents. I 
did not choose my father’s color, 
his profession, his religion, his economic 
status or his social background. I had 
nothing to do with it. Whatever I may 
be today is largely an accident of birth. 
For that reason I have no right to call 
down maledictions upon or be preju- 
diced toward people who have more 
pigmentation in their skins or a differ- 
ent set to their facial features. 

Even though my ancestors, as far 
back as can be traced, were of “pure 
Nordic” blood and American citizen- 
ship, making me a member of the so- 
called “superior white race,” it makes 
me writhe when I hear others speak 
derisively of my fellow Americans from 
“the lofty heights of mistaken white 
supremacy.” 

It makes my blood boil when I hear 
someone disdainfully report an incident 
involving Negroes by saying,’ “Aw! 
That’s just like a nigger.” My personal 
experiences refute that attitude. 

“Just like a nigger” does not apply to 
John Brown, Jr., who came to the war 
plant where I was employed in the 
personnel department. We put him out 
in the plant as a janitor. Within a few 
weeks John proved to have such pro- 
nounced mechanical ability and _ skills 
that he was transferred to the drop- 
hammer shop where he earned and re- 
ceived in excess of $100 per week. (In- 
cidentally, at his own insistence, he had 
deducted from his pay considerably 
more than ten percent for war bonds.) 
The white workers had a profound re- 





spect for John as a man and for his 
unusual mechanical skills. 

One day John and I were discussing 
the interracial problem, when he stated, 
“All we Negroes want is an opportunity 
to capitalize upon our God-given skills, 
be paid accordingly, and be allowed 
to live like good American citizens.” 
Could anyone be prejudiced toward 
John for such a philosophy? He had 
every requisite for being a respected 
member of society. The only criticism 
which anyone could make of him was 
that his skin was black, and that was 
something for which he was not re- 
sponsible. 

When prejudiced persons use the 
phrase “just like a nigger” they are not 
speaking of Johnnie. Allen, who came 
into the same war plant after having 
been a dining-car cook for twenty years. 
He was put into the plant as a tool- 
dispatcher, a job requiring a high de- 
gree of intelligent, physical action. 
Within six weeks Johnnie had proved 
to be the best tool-dispatcher we had 
ever had. None surpassed him. He 
was a credit to his American citizen- 
ship, yet he had to endure discrimina- 
tion because of his color. He had not 
chosen to be born black. 

Some years ago, while on the faculty 
of a midwest college I had a girl named 
Lillian Martin as a student in one of 
my speech classes. She was an artist 
at painting word-pictures, at portray- 
ing noble thoughts, at lifting us to new 
heights of thinking. She was gifted 

(Continued on page 63) 
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‘INFLATION 
ISCOMING! 


Do not delude yourself into thinking inflation is 
here. It has come a long way, but prices will 
keep rising DESPITE ANYTHING we can now do. 


He predicted the 1929 
crash! Ralph Borsodi 





News Item: 

Washington.—The U. S. Bureau of 
Labor wholesaie price index shows that 
prices are now 2.19% higher than last 
month; 12.9% higher than a year ago, 
and 216.2% higher than in 1939 when 
inflation started. Most economists agree 
that they will rise at the rate of at least 
1.0% monthly during the coming year. 


PRESIDENT TRUMAN says: 


Maybe you are making more 

money than you ever made in your 
life; maybe you’re planning a new = The distinguished author of 
: : “INFLATION 18 COMING” 


car, a new home, a new business— yas consulting economist to 
many of the largest firms in 


e+ ae 


——~ VS 


but before you spend one penny 
on any investment, here are the 
facts you must face! Inflation is 
leading to the greatest financial 
disaster in history. The President 
has warned about it; economists, 
thoughtful business men, leaders of 
all political parties are frantically 
trying to warn the people of the 
danger. Yet prices creep upward 
in spite of them! 


Self-Preservation---or Blind Faith? 


Back in 1928, when bankers, brokers, 
businessmen, and economists thought the 
boom would never end— 

When stocks, bonds, real estate and 
commodities were shooting skyward— 

When the optimists were preaching 
the gospel of “a new era,” “we'll never 
see old-fashioned hard times again,” and 
when “pessimists” were shunned like a 
plague, Ralph Borsodi raised his voice in 
warning. A few listened; most did not. 
Then came Black Friday and the bottom 
fell out of the boom—unemployment, the 
melting of paper profits, bank failures, 
bankruptcies, followed. The lesson of 
history is that no nation in the world has 
ever been able to stop run-away inflation 
once it got started—and this one is off 
to a good start. 


The Time to Act is Now! 


Since 1941, Ralph Borsodi has lectured 
and written that our national monetary 
policy must inevitably end in disaster. 
War always creates an artificial boom— 
but the day of reckoning always comes. 
The forces of inflation and depression are 
loose again. The vicious cyle is in full 
swing now. You will be foolish, says 
Borsodi, to believe anything can or will 
be done to stop it. In spite of temporary 
declines, prices keep going up. Every 
rise makes the inevitable fall that much 
worse when it finally comes. Since the 
beginning of the war half the purchasing 
power of your money—your salary, your 
bank accounts, your bonds, your life in- 
surance—has already been wiped out. 

If you want the truth—if you have the 
courage to face the facts—if you want to 
know what you can do now, read Ralph 
Borsodi’s plan for security, now and for 
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imerica including Dupont 
Ravons, R. H, Macy Co, 
Nat. Retail Dry Goods Ass'n, 
Spool Cotton Co., and the 
Edison General Electric Co, 


the future. As Consulting Economist for 
many of the largest corporations in the 
nation, his plans have had to be practical. 
Even if you know nothing about econo- 
mic laws, you will find this the clearest, 
most convincing book you can read. In 
simple words, pictures, charts and figures 
it describes conditions today, compares 
them with other inflations and depres- 
sions, proves beyond the shadow of a 
doubt that your future, and that of those 
dependent upon you, is in dire peril, 
unless you act now! 


Protection and Real Security 


Because this book is so important to 
you, we sincerely urge you to read it. Be- 
cause it answers questions that are troub- 
ling so many millions of Americans who 
have families to support and jobs to 
hold—and because we know it will help 
you to face the future with confidence 
and security, we ask you to examine the 
revised 1948 edition of “INFLATION Is 
Cominc—Anp Wuat To Do Asout It,” 
without risk, on a 5-day trial. Order your 
copy now. It may save your entire future! 


What Readers Say About this Book: 


“I read your book sometime ago. I interpret 
the inflation as the kind of inflation called ‘run 
away. Assuming a dollar as 100 cents in 1933, 
and 30 cents from 1934 to 1939, at the peak of 
inflation we should have a 2% to 30c. dollar.” 
—Congressman G.H.T., Washington, D. C. 





“Your book ‘Inflation Is Coming’ impresses 
me so forcibly 1 am buying copies to send to 
friends."’—Engineer, Chestertown, Ind. 


“Everyone connected with the future of our 
nation should read ‘inflation Is Coming!’ My 
wife and I are like millions of other U. 8. 
citizens living on a salaried income. We have 
war bonds, bank deposits and insurance and I 
think the information in your book is of 
special value to people like us.’’—C.B.B. 


Only ‘! 


The SCHOOL OF LIVING 
A Non-Political, Non-Sectarian & 
Non-Profit Educational! Institution 


SUFFERN, N.Y. (Estab. 1934) 


on a five-day 
trial guarantee 





“We already have an alarming degree 


of inflation. And even more alarming, 
it is getting worse. . 
are well off are asking, ‘How long can 


. . Even those who 


it last? When is the break coming?” 


VIRGIL JORDAN, Economist, Pres, 


National industrial Conference Board: 
“We are now in the most powerful, 


pervasive and comprehensive inflation 
process the world has probably ever ex- 


perienced ... We may expect prices and 
wages to continue rising with variations 


«+... in one way or another.” 


Financier BERNARD BARUCH says: 
“We are on the brink of an en- 
gulfing inflation.” 


What you need to 
know for protection: 


What to do about your savings and bank 
deposits now — before it is too late. 


What to do now with your government 
bonds and any other securities you own. 
What to do now to avoid shrinkage in 
the value of your life insurance policies. 
What to do now to avoid danger of fore- 
closure on your home or farm. 

What those dependent on the wages and 
salaries from their jobs should do now. 
What families which live in cities or rent 
their homes should do now. 

What families depending on pensions or 
unemployment insurance should do now, 


What our nation’s leaders should do now 
to prevent a depression — but won't. 
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Research Division, Dept.9-CH 


School of Living, Suffern, N. Y. 


Of course I want to protect myself and my 
family against the worst financial disaster in 
history. Send .... copies of “Inflation Is Com- 
ing—And What To Do About It!” I enclose 
$1 per copy, (cash, check or money order). /f 
not completely satisfied I may return book (8) 
within 5 days and you will refund my money. 

Send . copies C.0.D. On arrival I will pay 
postman $1 per copy, plus postage and C.O.D. 
charges. Same refund guarantee, 
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‘“T NEVER PRAY,” 


said Vishinsky 


An American senator returned from Eu- 
rope with Vishinsky, the Russian diplomat. 
The senator, when introduced, said that 
every day he and his wife prayed that 
Russia, Great Britain and the United 
States might lead the world to peace. 

“I never pray,” replied the Russian. 

You can help arm the mission boards of 
the Presbyterian Church with financial re- 
sources to extend the influence of the 
Christian way of life in America and 
abroad. By purchasing a Presbyterian An- 
nuity, you aid missions and at the same 
time arrange a steady income for yourself. 

Checks are mailed every six months as 
long as you live. The amount of income 
depends upon your age at the time you 
purchase the annuity. Mail coupon today. 


PRESBYTERIAN 





ANNUITIES 


156 Fifth Ave., New York 10, N. Y. 9-48-H 


I'd like to make my money work forever. 
Please tell me what percent income I would 
receive, my birth date being............... .... iba 
MONTH DAY YEAR 
At the present time I am most interested 
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| | 
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Two marvelous books con- 
taining refreshing, modern 
arrangements of new and 
o!d favorites. Every male 
quartet should hove both 
of these books 


QUARTETS FOR MEN 
Each, postpaid, $1.00 


MODERN QUARTETS 
FOR MEN 


Each, postpaid $1.00 
Se ela toll ta PMT Molel 5) 
not carry, order direct 


THE RODEH HALL-MACK CO. 
105 NINTH ST. © WINONA LAKE, IND. 


NOTHING 
can take the 
Place of a 


BIBLE 


A PLAC RU eras 


Since 1863... At Your Bookstore 








DR. POLIAG 





Souls Do Not Die 


® Representatives of a certain religious 
sect in our community say that the soul 
dies with the body. Do you believe this? 
Is it strange that non-Christians are 
confused when we Christians profess so 
many beliefs? 


The soul does not die with the 
body. I know of no Christians who be- 
lieve this. It is not strange that non- 
Christians are confused! 


The Four Chaplains 


@ Could you give me the names of 
the four men on the transport “Dor- 
chester” who received the lifebelts of 
the four chaplains of the three faiths? 
Millions of Americans would like to 
know who they were and what hap- 
pened to them. 
MARTINSVILLE, VA. C. N. W. 

We have no knowledge of the four 
who received the lifebelts of the Dor- 
chester chaplains. Word has never 
been received from or about them. 
They remain unidentified. Perhaps it 
is better so, 


Virgin Birth 

@® Why do you advertise books from 
those whose personal beliefs are not 
orthodox, who deny the Virgin Birth? 
Why don’t you in your advertising col- 
umns maintain a policy consistent with 
your editorials and articles? 
St. JoserH, Mo. WV BL. J. 

As to the personal beliefs of Dr. Fos- 
dick, I suggest that you write to him 
directly. 

I do know that the volumes adver- 
tised in CurisTIAN HERALD are inspira- 
tional, that they have a dynamic mes- 
sage for men and women of America, 
and that they have blessed and en- 
riched the lives and conditions of thou- 
sands of people. Many of our critics 
disagree with us in some of our edi- 
torial policies and we are always grate- 
ful for their counsel, criticism and ad- 
vice. We respect their convictions and 
only ask that they equally regard ours. 
We always strive in our advertising 
columns to maintain a “policy consistent 
with our editorials and articles.” 


Vatican Ban on Mixed Marriages 


@ What is the origin of the Vatican ban 
on mixed marriages? Many are inter- 
ested in this question because of the 
recent furor over the Vatican’s state- 
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ANSWERS 


ment when King Michael of Romania 
and Princess Anne of Denmark were 
married. The principle as applied is 
very ancient I think, 


No, it is not ancient. It dates only 
from the year 1910 when the decree 
Ne Temere was issued by Pope Pius X. 
However German Catholics opposed it 
and the decree was not promulgated in 
Germany. In an earlier time Henrietta 
Maria of France was married to King 
Charles I of England with the stipula- 
tion that she be allowed to retain her 
Catholic chaplain. The Chapel Royal 
of St. James Palace was erected for her 
worship. In this instance and in the 
marriage of King Charles II, Catholic 
princesses married the head of the 
Church of England with Vatican ap- 
proval! 


UMT vs. the Draft 


@ What answer do churchmen give to 
your plea that without prejudice to 
their position on UMT itself they de- 
mand moral safeguards for youth in any 
bill for training and service that may 
be passed? 


This question will be late in appear- 
ing for not UMT, but the draft is now 
law. However, the original answer will 
serve. One of the 300 signers of the 
call to American youth to refuse to reg- 
ister or serve in the armed forces was 
Dr. Bernard C. Clausen. Dr. Clausen 
made the following statement at the 
Northern Baptist Convention in Mil- 
waukee on May 28th: “I think I know 
why religious conventions of America 
have not said ‘if UMT ever comes we 
would want these moral safeguards.’ It 
is because they have been unanimous 
as a group in saying “God helping us it 
will never come’.” Well, it has not 
come, but something worse has—the 
draft, and the present law has _ prac- 
tically none of the moral safeguards for 
which I pled. I shall continue to do my 
utmost to have this or any other train- 
ing law amended to include the moral 
safeguards and religious guidance op- 
portunities recommended by the Comp- 
ton report. 


A Little Biased 


© | have just finished reading the Mis- 
sions’ report of the UMT debate which 
was held at the Northern Baptist Con- 
vention in Milwaukee. This magazine 
is the official organ of our Church. I 
am incensed and ashamed. The article 
states that the debate drew the smallest 
audience of the convention. Also it in- 
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cludes the following sentence: “It was 
significant that all questions asked by 
the American Legion men and women 
were directed to Dr. Poling. Is the in- 
ference justifiable that he would give 
the answer that the questioner ex- 
pected?” At least two Legion questions 
did not go to you. The article does not 
state that the debate was held on Sat- 
urday night and the day following the 
discussion and vote on the resolution. 
Surely this editor should have given an 
objective and fair report whatever his 
personal convictions and prejudices. 
Please write an editorial on this. 


No, I shall not write an editorial, but 
the quotation from my Baptist friend’s 
letter takes care of the matter. I am 
not inclined to judge my “brethren,” 
but the Missions’ report does seem a 
little on the bias! 


Harold Stassen 


@ I enclose an article which not only 
criticizes Harold Stassen but questions 
his Christian character and moral in- 
tegrity. I thought that he was different. 
What do you think? 
HuBBARD, Iowa P, Fo MEK. 

I not only think, I know that he is 
“different.” The clipping enclosed is 
utterly and miserably false. This an- 
swer will appear long after the Republi- 
can National Convention has named its 
presidential candidate; the man named 
cannot surpass the qualifications of 
Harold Stassen in character, training, 
experience, ability and patriotism—not 
even Stassen himself! Also, as of my 
knowledge, he is a forthright Christian 


and a “practising Baptist”! 


The Capper Bill 


@ What has happened to the Capper 
Bill which would prohibit liquor adver- 
tising? Is it dead? 
Toman, WIsc. N. C. 

It is not dead, but it is in committee 
and no doubt liquor and other powerful 
interests will do their utmost to keep it 
there. Certainly there is no chance to 
get it out and on the floor of the Senate 
until after January 1. You may be sure 
that the churches and all temperance 
groups will do their utmost to pass this 
measure. It will be a long hard fight 
but it should be a winning fight. 


False Guides of Youth 


®@ Do you not think that clergymen who 
incite American boys to civil disobedi- 
ence, who call them not only to evade 
the draft but not to register, should be 
unfrocked? 

No. For the overwhelming majority 
of the American people they have un- 
frocked themselves. I grant their sin- 
cerity, even though I loath what they 
have done. They are not to be excused, 
but the action suggested in the question 
would be a mistake. 
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Facts that caused 16,000 churches 
to choose the Hammond Organ! 


Cownon COMMITTEES entrusted with the 
important responsibility of selecting an 
organ for their church want to know all 
the facts before reaching a final decision. 

Because of the following facts, some 
16,000 churches have already chosen the 
Hammond Organ. 

e The Hammond Organ has a 
beautiful depth of expression 
and a vast range of tones unsur- 
passed by any other organ in 
the world. 

e It provides a full range of true 
church tones. 

e It is the only organ in the 
world that never needs tuning, 
regardless of weather changes. 
That is one reason why main- 
tenance costs of the Hammond 
Organ are almost negligible. 

e The Hammond Organ requires 
no costly and unsightly struc- 
tural changes in your church. 


It can be placed almost any- 





where, and moved at will. 

e No matter how large or small 
your church may be, the 
Hammond Organ can give 
you music of cathedral qual- 


ity, due to its exclusive ‘‘rever- 


beration control.”’ 

e The Hammond Organ is not 
only the world’s most versatile 
organ, it is also the lowest- 

priced complete organ on the 
market. Small wonder it is the 
world’s most widely-used com- 
plete church organ—proved in 
actual operation in churches 

of all sizes for many years. 
Consider these facts carefully. Then 
see and hear the Hammond Organ... 
and you will know why, since its intro- 
duction, more churches have chosen the 

Hammond Organ than all other com- 

parable instruments combined. 


For more complete information, mail 
this coupon today. There is no obligation. 


HIAMMOND ORGAN 


MUSIC’S MOST GLORIOUS VOICE 
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RILLONIC 
BELLS 


Mahe the Lovelist 
Memorial of Hh... 


As a memorial for those who gave their 
lives in service, inscribe their names, 
not in perishable substances, but in 
the skyward tones of music—in 
Carillonic Bells, whose glorious song 
will rise day after day in praise 
and homage. 


This is the tribute that none will have 
to seek out, that will not yield its 
lustre to time. The tribute of Carillonic 
Bells, will send its message, pouring 
out in melody the wordless certainties 
of faith. And, listening, hearts will 
know, remember, reverence, those in 
whose honor the golden music sounds. 


Schulmerich Carillonic Bells, surpass- 
ing all chimes or bells, are eminentl 
suitable for such a memorial. 
quarter-century of electronic science 
has enabled Schulmerich to develop 
tones of luminous beauty, clearly 
audible, even at a distance, and re- 
sponsive to the most exacting degrees 
of modulation. They are simple to 
install, require no additional structure, 
and are moderate in cost. 


If you, too, would like to create a 
memorial in music for those whom 
you have loved and lost, we shall be 
glad to send you a descriptive booklet 
giving complete details. Please address 


Dept. CH-87. 


Schulmerioh 


ELECTRONICS, INC. 
SELLERSVILLE, PA. 
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Sunday Nehoot al waswria 


BASED ON THE INTERNATIONAL UNIFORM LESSONS 


By Amos John Traver 


@ Sunday, September 5th 

A DEDICATED HOME 
ACTS 18:1-8, 18, 19, 24-26; ROMANS 16:3-5; 
I CORINTHIANS 16:19; If TIMOTHY 4:19; 

HEBREWS 13:2 

“Q‘ALUTE PriscitLa and Aquila, my 

fellow workers in Christ Jesus, 
who have risked their lives for me; I 
thank them, and not only I but all the 
Gentile churches as well. Also, salute 
the church that meets in their house.” 
(Moffatt translation, Romans 16:3-5.) 
There it is, testimony to a Christian 
couple, written into the eternal record. 
Here is marriage at its highest level 
and a home dedicated to its most noble 
purpose. 

Aquila was a Jew. The name means 
“eagle.” If it was a given name, he 
well deserved it. Probably his wife 
was a Gentile. Her name, Priscilla, 
means “little Prisca.” The strong man 
and his little wife were a real team, as 
every married couple ought to be. Jews 
were not wanted in Rome so _ they 
moved to Corinth. Their trade was 
weaving goat’s hair into cloth and mak- 
ing it into tents. It was an honorable 
business and there was good sale for 
their products in the Orient. 

Their vocation would introduce them 
to Paul, a tentmaker too. They would 
have a common business interest. It is 
a good thing to have a trade, good for 
a person, good for a home. More in- 
dustry in which all the family can share 
means less bickering and gossip. We 
think of the great English school, Eton, 
as the creator of “little gentlemen.” A 
picture released some time ago shows 
the Eton boys working at their ma- 
chines in the school shops. One of the 
ancient rabbis said, “He who teaches 
not his son a trade, does as though he 
taught him to be a thief.” If Aquila 
and Priscilla had been indolent and con- 
tent to live on society, they never would 
have known Paul. Certainly their first 
talks with him would have been about 
their business. From that it was but a 
step to a discussion of Christianity and 
to their conversion, 

They became “fellow workers” with 
Paul. When Paul wrote that in his let- 
ter to the Romans, he was not thinking 
about tentmaking. They had enlisted 
in his missionary venture. Paul left 
Corinth, where they had met, and they 
sailed with him to Ephesus. No doubt 
they would have gone with him farther 
but he left them to help establish the 
Christian church there. He had learned 


to trust them. He knew that Christ was 
central in their hearts and home. It was 
the finest missionary strategy to leave 
them where their home could be the 
center of the little Christian community 
and their home life a model to Christians 
lately converted from heathenism. They 
were Jew and Gentile too. Converts 
from both groups would be welcome. 


“THE CHURCH that meets in their 
home.” What a testimony! It is not 
unique that churches should be born 
in homes. It is costly business to erect 
churches, Usually a new congregation 
has few men of means. It was certain- 
ly so in the first century, for the first 
Christians were generally from the so- 
called lower classes. Many were serv- 
ants and freed slaves. I have wor- 
shipped in many churches housed in the 
home of some member of the group. I 
could name a number of strong churches 
that began that way. Often mission 
boards buy a large house as a begin- 
ning, and house the mission pastor up- 
stairs, while the lower floor is made 
over into a chapel. With all the handi- 
caps, many Christians have found the 
close fellowship and homey atmosphere 
of such a chapel more inspiring than 
the well-equipped building that suc- 
ceeded it. 

We may be sure that a home, fit to 
be the center of congregational wor- 
ship, is a good home. We picture 
Aquila and his little Prisca, as an ideal 
family. If there were children, what 
a privilege to be brought up in such 
an atmosphere! It is the exception 
where great Christian leaders cannot 
give tribute to the definite Christian in- 
fluence of their homes. Back of the 
heroic self-sacrifice of Chaplain Clark 
V. Poling in the ‘sinking of the S.S. 
Dorchester, was the influence of a home 
where Christ was honored and wor- 
shipped. To be born and nurtured in 
a Christian home is a high privilege. 
Note in the Scripture lessons, how often 
Paul remembered this Christian couple 
and their home. We may be sure that 
there was worship not only at appointed 
times when the congregation gathered, 
but each day. The best solution for 
the problem of the American home 
would be the establishment of the fam- 
ily altar, 

Hospitality marked the home of 
Aquila and Priscilla. It meant much to 
Paul that there was a home for him, 
away from home. It was a place of re- 
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laxation and’ refreshment. The late 
Mrs. E. C. Cronk, one of the great Chris- 
tian leaders of her generation, often 
paid tribute to the hospitality of her 
parents’ home. Pastors, missionaries 
and church secretaries often were en- 
tertained there. As a little girl she 
received her first inspiration to Chris- 
tian service from these visitors. She 
followed eagerly the conversation at 
the table and in the sitting room, and 
church work became a central interest 
before she was out of grade school. 
Modern housing and living problems 
have made true Christian hospitality 
difficult. 

Robert E. Speer gave a stirring ad- 
dress to young folks many years ago at 
Northfield. The subject was “The 
Church in the House.” Said Dr. Speer: 
“Why should we not purpose that into 
every one of our homes we will bring 
down that heavenly air, and the love, 
rest and joy of the Father’s home on 
high? For what is it, after all, for which 
Christ is ever asking, but just this: 
“Behold I stand. Let me come in to 
make your heart a holy place where I 
may dwell, and your home my church”? 


Questions: 

What other home did Paul commend 
for housing a church? See Colossians 
4:15, Name and describe the .homes 
that Jesus and His apostles frequented. 

Does your church program help create 
Christian homes? What help is given 
the establishment of family altars? Do 
your families use a service of dedication 
for new homes? Are your homes used 
for group meetings? Discuss. 


@® Sunday, September 12th 
FINDING WORKERS 
ACTS 4:36, 37; 9:26, 27; 11:22-26; 13:1-3 
“Ss of encouragement,” that is the 

name the apostles gave to Joseph 
of Cyprus. It is the literal meaning of 
Barnabas, How he was found for Christ, 
we do not know. Dr, F. B. Meyer, the 
great English Bible teacher of a former 
generation, believes that he had been a 
boyhood friend of Saul of Tarsus. Many 
believe that they were schoolmates un- 
der Gamaliel and that they attended the 
University of Tarsus together. Dr. 
Meyer fancies that Barnabas had been 
visiting the home of his nephew, John 
Mark, at Pentecost and was converted 
under the preaching of Peter. At least 
he enters the pages of the Acts of the 
Apostles as a Christian. 
Christ was all in all to him. He sold 
a farm, perhaps all he owned, and 
brought the money to the apostles. 
Barnabas was that kind of a man. 
W. Mackintosh Mackay calls him “The 
Man of Generosity.” He could not en- 
joy his possessions while there were 
brothers and sisters in Christ who were 
in need. To be “a son of encourage- 
ment,” a man must be unselfish. There 
(Continued on page 71) 
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Achostt A famous Minister shows you 


(This Tested Technique That is Bringing 


New Happiness to Thousands — 








NORMAN VINCENT 
PEALE, D.D. 


is Minister of the old- 
est Protestant church 
in America—the Marble 
Collegiate Church on 
lower Fifth Avenue 
New York, founded 318 
pars ago. Dr. Peale 
a regular speaker on 
the radio, and a fre 
quent contributor to 
large national maga 
zines. 




















DR. DANIEL A. POLING, editor of Christian 


Herald Magazine, says: 


“On these pages New York City’s most popular 
preacher releases his formula for confident living. 
But it is more than a formula. It is a dramatic picture 


that may become your portrait for life.’’ 


SEE HOW THE TESTED METHODS IN 


THESE VITAL CHAPTERS CAN 
BE PUT TO WORK FOR YOU! 


A New-Old Way to Free Your Powers 
Don’t Keep Your Troubles to Yourself 


How to Get Rid of Your Inferiority 
Complex 


How to Achieve a Calm Center for Your 


Life 
How to Think Your Way to Success 


Prayer—the Most Powerful Form of 
Energy 


Forget Failures and Go Ahead 
How to Be Free from Fear 
How Power and Efficiency Can Be Yours 
How to Avoid Getting Upset 
How to Attain Married Happiness 
How to Meet Sorrow 


Change Your Thoughts and You Change 
Everything 












From the famous clinic of his New York church 
come discoveries that will work for YOU! 


Dr. Norman Vincent Peale, nationally known minister, now 
shows you a practical way to attain success in your life and work. 
He tells you the precise methods you can use to make religion 
and psychiatry open the way to new energy and confidence that 


will actually vitalize your life. In his stirring 
new book, “A GUIDE TO CONFIDENT LIVING,” 
Dr. Peale puts down in clear, plain style the de- 
tailed description of a technique of living that 
can lead to success and happiness in whatever 
work you do. 


Here are proven methods—both reli- 
gious and scientific—to help you overcome 
tension, fear and worry; sleeplessness; 
feelings of inferiority; disorganized think- 
ing; mental frustration, Every principle 
in this book has been worked out in veri- 
fiable laboratory tests—developed out of 
the lives of real people, not once but man 
times. Everything in this book is factual. 


GIVES YOU PRACTICAL, STEP-BY-STEP PRESCRIP- 
TIONS FOR A SATISFYING AND CONFIDENT LIFE 


In an enlightening and remarkable way, Dr. Peale 
demonstrates how you can easily change your men- 
tal outlook and substitute energized thinking to 
overcome your depressive moods and worrisome 
problems. You will learn how psychiatry proves the 
power of prayer and how you can translate the prin- 
ciples of faith into workable formulas that will lead 
you to happy and successful living. 


Amazing Clinical Proof of Dr. Peale’s 
Result-Getting Methods 


This approach to the realities of life has been de- 
veloped by Dr. Peale from long experience as a re- 
ligious counselle: and from the ‘‘mental condition- 
ing’’ work of the psycho-religious clinic at the 
Marble Collegiate Church, where he is the minister. 
Here, in collaboration with a staff of psychiatrists, 
Dr. Peale has proved, in repeated tests, the unique 
link between religious practice and the modern con- 
cepts of group therapy. And he has evolved ‘‘spirit- 
ual prescriptions’’ which get results in the same 
manner as the regimes prescribed by modern psy- 
chiatrists. These ‘‘prescriptions,’’ set forth by Dr. 
Peaie in his new book, will help you to more energy, 
a bolder outlook, and a rock-like confidence that 
enables you to master your problems. 


READ IT FREE FOR 5 DAYS 


-Send No Money— 


‘**‘A GUIDE TO CONFIDENT LIVING’”’ is, in our 
opinion, one of the most uplifting and truly helpful 
books that has been published in years. We believe 
that you can gain from its pages a new strength 
and inner contentment that will give you the power 
for a more enjoyable and successful life. 

That is why we wish to send a copy of Dr. Peale’s 
book to you—to read free for five days. Then, if you 
are not sincerely affected by its thrilling message— 
if you do not find in it the guidance you seek for a 
happier and more successful life-——-simply return it 
and there will be no cost or obligation. To obtain 
your copy, just mai! the coupon below. 


SEND NO MONEY— 
---MAIL THIS COUPON:--1 


PRENTICE-HALL, INC. 
70 Fifth Avenue, New York 11, N. Y. 


Please send, for five days’ free examination, a 
coer of “A GUIDE TO CONFIDENT LIV- 
ING”’ by Norman Vincent Peale, D.D. At the 
end of five days, I will either send you $2.75 
(plus a few cents postage) in full payment, or 
I will return it to you and owe nothing. 





NAME dave sa beigasoucheacala ot obeataasandebe 

ADDRESS 

CITY eA TM, by -tshtdubenps skates 
B-CH-948 

oO IF YOU SEND $2.75 with this coupon, we pay post- 


age. Same return and refund guarantee applies, of 
course, (New York City residents add 2% City Sales Tax.) ' 
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e AT HOME e 


DEMOCRATS: For what they're worth, 
we give you an impression or two of 
the Democratic National Convention: 

1. There were too many old men. 
Grey heads and bald heads predomi- 
nated. Truman is 65, Barkley 70. Don’t 
they want aggressive, liberal young men 
—like Humphreys of Minnesota, for 
instance? 

2. There was an undercurrent of de- 
featism; one felt that they were licked 
before they started. Especially after 
the Southerners split the thing wide 
open, they looked and acted as though 
they knew they couldn't win. 

8. The leaders, aware of the possi- 
bility of defeat in November, took the 
bull by the horns and rid the party of 
its two worst elements: the extreme 
radicals and the extreme conservatives. 
The handful of states’ rights Southern- 
ers have never done the party any good; 
they're done for, now. The radicals, led 
by Claude Pepper, dug their own 
grave; did Mr. Pepper write finis to 
his political career? 

4. The Democratic party, 
stands now as the really liberal party of 
the nation, and the Republicans stand 
as the conservatives. 

5. Another line was drawn clearly: 
the Democrats are the party of the 
masses and the underprivileged, the 
Republicans the party of business and 
money power. 

6. The Democrats expect to spend 
the next four years licking their wounds, 
rebuilding their fences, discovering 
another Roosevelt, and in convincing 
the public that they’re liberal. 


purged, 


KE: Why didn’t Ike take it? Why 
did the President of Columbia, whom 
some say could have whipped Dewey to 
become President of the United States, 
refuse the greatest honor in the gift of 
the American people? One reader 
writes us: “Who does he think he is 
anyway? While every 20-year-old boy 
in the country obeys the draft, Ike 
dodges the greatest draft of all.” 

Think twice about Ike. He is the 
symbol of a military victory; if and 
when he had stepped out of that role 
and taken the role of politician in mufti, 
he would have been on the receiving 
end of the nastiest criticism in the 
world. He is making something like 


SEPTEMBER 1948 


$40,000 a year with his Army pension 
and the Columbia salary, plus a lot of 
very nice extras. He is not yet 60, He 
has fame and fortune. He has a much 
easier job at Columbia than he would 
have on Pennsylvania Avenue. He is a 
military hero now; he could easily be a 
presidential flop. Do you blame him? 
Ask yourself this: is the Presidency a 
great honor, or a_ political lottery, or 
just a matter of building a machine? 


TAMMANY: The Tammany tiger has 
his back to the wall; leading another of 
those within-the-house revolutions is 
New York’s Mayor O'Dwyer, put in City 
Hall by Tammany. It will be a nice 
trick if he can do it. 

O’Dwyer has been a good mayor; he 
has the city with him, by and large, and 
it remains to be seen whether Tammany 
or the little fellow with the real inter- 
ests of the city at heart will win. Once, 
Mr. LaGuardia gave the tiger a bad 
beating—but Mr. LaGuardia did not 
come from within the tiger’s lair. No 
Tammany rebel has ever won a revolu- 
tion. 

All in all, it is a bad year for what was 
one of the strongest political machines 
in America. Tammany will undoubtedly 
be on the losing side of the presidential 
fracas; its servants in public office in 
New York are being watched closer 
than pickpockets at a country fair; one 
bad move, and their ship will be wrecked 
for years to come. The master hand—Al 
Smith’s—is gone. A group of petty po- 
liticos “who knew not Al” are in con- 
trol. It could just be that we are about 
to see Tammany head for oblivion: 


VOICE: Come September 30, and the 
State Department will have complete 
control of the Voice of America broad- 
casts. The Department, with a budget 
of seven million dollars and an extra 
grant from Congress of four-and-a-half 
million more, promises wholesale re- 
form, if not miracle. 

Up to now, the Voice has been in 
pretty poor shape. Programs were 
haphazard; ridicule was poked at the 
United States; more foreigners laughed 
than cheered. But when the State De- 
partment gets hold of it, all broadcasts 
will be from records which have been 
carefully examined and checked before 
going to the studios. The programs will 
go out from headquarters in New York 


Library of the 
UNION THEOLO“ICAT, 


New York 


City to thirty-six transmitters from 
coast to coast; they will be relayed from 
such distant points as Honolulu, Manila 
and Munich. The broadcasts will be in 
twenty-two languages, for a total of 
thirty-four program hours per day. 
Quite a program! 

We need it; saving money on this 
Voice of America business has cost us 
dearly. The other nations never spare 
the horses when it comes to propaganda. 
Why should we? Twelve million dollars 
is small change in comparison with the 
cost of another war. 


PRICES: Sure as shooting, high prices 
will be the Number One campaign issue 
between the Democrats and the Repub- 
licans. The Republicans say these prices 
came during a Democratic administra- 
tion; the Democrats say that when the 
Republican 80th Congress scuttled price 
controls they became responsible for 
the unbelievable rise in the cost of liv- 
ing. The truth, as usual, lies in between. 

Whoever is right, the American pub- 
lic is certainly being taken to the clean- 
ers. We are paying outrageous prices 
for clothing that falls apart when we 
get caught in the rain; Fords (new 
Fords) are bringing $3,000 on used-car 
lots; last week we walked over one strip 
of 65 feet of new cement sidewalk that 
cost $450—and the contractor said it 
was the cheapest job he’d done in a 
long time! Packing-box houses of one 
floor and four rooms are selling in our 
town for $15,000 to $18,000—and we'd 
hate to be caught in any of them in a 
windstorm. 

Why? Who is making all this money? 
The worker isn’t making it—at least he 
isn’t taking it home. And his wage, high 
as it is, isn’t anywhere near the luxury 
level after he has paid for the bare 
necessities of life. The contractor 
swears he isn't making it; high cost of 
labor and materials are killing him. Big 
business swears it isn’t making big 
profits; taxes are choking them to death! 
Then who is profiting here? 

Nobody is profiting. We are on a 
treadmill, driving up costs and wages 
in a futile attempt to stay even with the 
cost of living, which rises faster. We'd 
be happier with less money and cheaper 
costs. 

If you are putting your faith in the 
politicians to bring it down, you have a 
rude shock coming. There were some 
300 business lobbyists registered in 
Washington for the 79th Congress—and 
there were 1,400 for the 80th Congress! 
The lobbyists and the politicians and 
the profit-hungry managers and workers 
will never do it. The Average Citizen 
can do it, if and when he gets it into 
his head that he can’t have his cake and 
eat it too, and that there are some others 
in this world to think about as well as 
himself and his own pocketbook. 

We either get that, or we get a de- 
pression. 
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INT. NEWS 


Count Folke Bernadotte, U. N. mediator in Palestine, who, it now seems, has 
succeeded in his mission to effect a truce between the Jews and Arabs, said 
recently that the prayers of thousands of Swedes had helped him and that “‘with- 


out God’s help I would have failed.” 


He is shown above, right, conferring 


with Dr. Dmitri Z. Manuilsky of the Ukraine, president, U. N. Security Council. 





e ABROAD @ 


PALESTINE: Bernadotte stopped the war 
for a while, but again Mars took over 
and the guns roared from Dan to Beer- 
sheba. Now, thank God for the new 
truce and may it become a permanent 
peace, 

In the meantime let’s look at the fight- 
ing forces. The Arabs have from 33,000 
to 35,000 troops in Palestine. The best 
of them are in King Abdullah’s Trans- 
Jordan Legion—some 8,000 to 10,000 
crack troops. Iraq has sent in 2,000 
more; Egypt sends 8,000. Syrian and 
Lebanese forces are hardly worth count- 
ing or even worth mentioning. The Arab 
strategy is to cut off Jerusalem, to drive 
a wedge between Israel’s two all-impor- 
tant seaports, Haifa and Tel-Aviv—which 
as yet they have not been able to do. 

Israel has 40,000 seasoned and highly 
trained men, and some 50,000 men in 
“the second line.” They have food, small 
arms, light mortars, a few planes, and 
who knows how much financial support 
abroad? They will take good care of 
themselves; and if warfare is renewed 
this commentator, at least, believes they 
will win. They have not yet lost a single 
important battle, and they have out- 
witted and outfought the Arabs in the 
first post-armistice fighting. 

Two final solutions seem probable: 
one, if the truce fails, to let them fight it 
out, which is improbable. There is oil 
here! Two, for the United Nations to 
apply first, economic sanctions, then to 
use force. An armed UN force is already 
in Palestine; it can grow. 


12 


Yes, we're pessimistic. Pessimistic be- 
cause we believe this struggle, to defeat 
the established Jewish state, is inspired 
not so much by high political ideals as by 
the political conniving and trickery of 
two major powers who ought to be mind- 
ing their own business and keeping their 
hands off. But—we repeat—there is oil! 


BERLIN: OQutwardly calm, Berlin in- 
wardly is hotter than the fiery furnace 
of Daniel: there is terrible tension here 
as a huge fleet of American planes 
strives to feed, clothe and fuel their 
sector. Those planes cannot go on for- 
ever, and neither can the tension. Some- 
thing must give way. 

What the Western powers are trying 
to do is to keep alive some 2,400,000 
people in Western Berlin via the air. 
Bad weather has already slowed down 
the aerial lifeline; what will happen 
when winter comes? Coal has been 
dropped from the air to keep industry 
going and to furnish electricity for four 
hours a day to the small man’s home. 
That’s pretty bad. But, as one Berlin 
tailor remarked: “So it’s bad. It’s been 
bad here as long as I can remember!” 
The Germans are resigned; the Russians 
are desperate; the Americans are whis- 
tling their way past a graveyard. 

What the Russians are up to, in put- 
ting on this blockade, is to force the 
Americans, British and French into an- 
other of those four-power talks on the 
future of Germany. Just what Stalin’s 
men hope to get out of such a talk is an 
enigma, but we would guess that they 
hope to get their hands on the coal and 








industry of the Ruhr; they want that 
badly. We can either give it to them, 
take the case to the United Nations, or 
keep a large standing army in Germany. 
There isn’t much hope for anybody in 
either of the three solutions. Is there 
hope only in the fall of the Kremlin, 
sabotaged from within? 


TROUBLE: The man Tito is quite a 
man. As the bad boy of the Balkans, he 
commands as much attention as a bull 
in a china-shop, and this is a pretty big 
china-shop. The thing to remember 
about him is that he is self-made, not 
Kremlin-made. There lies the rub. 

The Kremlin took Tito on as its man 
in Yugoslavia because he was strong and 
popular, and because they thought they 
could handie him. They can’t handle 
him. He is perfectly willing to go along 
with the Soviet idea—with certain pain- 
ful reservations. The question here is 
not whether to cooperate, but how to 
cooperate. Tito wants a partnership— 
with no dictatorial senior boss above 
him. He has looked over the fence in- 
to Germany, Austria and Italy and seen 
the flood of Marshall Plan supplies pour- 
ing in there, and he wants some of that, 
and he sees no reason why Stalin 
shouldn’t let him have it. Stalin can’t 
do that; he can’t encourage this Mar- 
shall Plan one inch. So—trouble. 

The fact that Tito has dared rear un 
on his heels and talk back to Uncle Joe 
is the best news we’ve had since the end 
of the war. And the fact that other Bal- 
kan countries show signs of following 
suit is even more encouraging. There is 
real trouble back of the Iron Curtain. 
Watch it! And watch this, too: when 
there is trouble at home, the quickest 
way to make the people forget it is for 
the ruler to start a war abroad. Keep 
your eye on the cold war in Berlin. It 
may not stay cold very long. 


SECURITY: We talked the other night 
with a woman just back from Sweden; 
what she had to say about the security 
extended to the aged of that country 
made us blink; it is little -short of 
heaven, 

Now comes word from Britain that 
with four new social security acts, every 
Briton will be insured against poverty 
and other social emergency “from the 
cradle to the grave.” A National Insur- 
ance Act gives him money enough for 
food and clothes when he becomes too 
old to dream—and work; an Industrial 
Injuries Act makes workmen’s compen- 
sation a government responsibility; a 
National Health Act provides him with 
full medical and hospital care; a Na- 
tional Assistance Act covers him for any 
emergency or sickness not covered by 
the first three. It will cost some $3.4 
billions in 1948-49, and it will be paid 
from the Exchequer by taxes. 

This thing in Britain comes during 
hard times for Britain. The Swedish 
plan comes at a time of Swedish pros- 
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perity. What interests us is that the 
United States is prosperous, too, and in 
a far better position to do something 
like this for American citizens. Why 
haven’t we done it? Surely, with all our 
wealth and resource, with all our boasted 
brains and progress, we ought to be able 
to do a lot more than we are doing 
right now. 

We boast too much in this country; 
we need a little more humility, a little 
more heart, a little less selfishness. 


COMEDY? There is one of those opera- 
bouffe things going on in Panama, as 
we go to press. It goes back to 1940, 
which makes it a pretty long comedy. 

In 1940, Panama had two constitu- 
tions; by 1946, Panama had three con- 
stitutions. The third one, adopted in the 
latter year, provided for democratic 
national elections in May of 1948. The 
votes of this *48 election are still being 
counted, believe it or not! A National 
Election Jury, which is made up of 
representatives of the several quarrel- 
ling parties, has been forced to investi- 
gate hundreds of charges of fraud at the 
polls, and they are still investigating. 

Last week, rioting broke out in the 
streets of Panama. One of the contest- 
ants for the presidency of Panama, Dr. 
Arnulfo Arias (a Harvard graduate, no 
less!) has fled to the Canal Zone, where 
from the shadow of the Stars and Stripes 
he carries on his fight. He says he did 
not finish his last term as President; his 
opponents say he can’t be re-elected 
until two years have passed after he has 
finished it. And they're still counting 
votes to see whether he’s been re-elected 
or not! 

Some of our elections are bad enough, 
but we’ve never had one as bad as this. 
Oh, to be a cartoonist in Panama! 

e CHURCH NEWS e@ 

MODERATOR: Elected head of the Con- 
gregational-Christian churches of the 
United States is Miss Helen Kenyon, 
64 years old and for the last ten years 
one of ‘the two assistants to preceding 
moderators of her Church. Congratula- 
tions are certainly in order: it is an 
honor well-deserved by one who has 
served her Church brilliantly and with a 
supreme devotion across a long period 
of years. 

We rejoice that a laywoman takes 
such a post, and we have no doubt that 
the responsibilities of office will be well 
handled. 

But may we be pardoned for asking 
why younger men and women are 
barred from such honor? Posts like these, 
in the Church, seem to be reserved for 
those of riper years, and those of riper 
years are most often apt to “do things 
as they have always been done,” to 
follow carefully in the ruts of traditional 
procedure. Wilbur LaRoe, the Wash- 
ington lawyer who last year led the Pres- 
byterians (USA), was a bit younger than 
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most moderators, and he made a job out 
of a tradition. Why not more like Mr. 
LaRoe? 

Perhaps we ask too much. It is good 
at least to see the laymen gradually 
coming into their own. 


SALVATION: In a recent issue of one 
of our more conservative religious mag- 
azines, we read a blast at the Federal 
Council of the Churches of Christ in 
America. Such attacks are nothing new; 
the Council has been attacked by ex- 
perts and by amateurs from the day it 
was founded. But this most recent blast 
seems worse than amateurish; the blaster 
takes the Council to task on the ground 
that, while it talks a lot about society 
and economics, it never says anything 
about salvation. 

One might ask for definitions; just 
what does this writer mean by salva- 
tion? But that’s begging the question. 
The Council can answer out of the files 
of its Department on Evangelism, 
which has had a great deal to say on the 
subject of salvation. And the Council 
has just retired a secretary who was 
saved in a Billy Sunday meeting. He is 
Dr. Frank Goodman, who as a gambler 
made some $25,000 a year; Billy turned 
him from that to a $25-a-week job with 
the Greater New York Federation of 
Churches, then to the post of secretary 
in charge of radio broadcasts for the 
Federal Council. On the Council, he 
has sponsored some 12,000 religious net- 
work programs and 10,000 programs on 
local stations. For years Frank Good- 
man was associated with the late S. 
Parkes Cadman, first preacher with a 
national air ministry. 

Let’s give honor where honor is due. 
This man knows salvation in its noblest 
sense, and he has made a vast contri- 
bution to the religious life and thought 
of his times. Well done, sir! 


GARB: From North Dakota come two 
items of interest, one on the heels of 
the other. First: by vote of the people, 
Roman Catholic nuns have been for- 
bidden to teach in their garb in the pub- 
lic schools of the state. Second: the 
Roman Catholic authorities in North 
Dakota announce that Roman Catholic 
nuns teaching in the schools next fall 
will wear ordinary dresses, “modern but 
modest,” that “they. will wear some kind 
of head covering and some may wear no 
head covering at all, if their hair grows 
out enough.” 

There is a loophole to be found in 
every law, and one has been found here. 
The objective of this long fight in North 
Dakota was to get the nuns out of the 
public schools; that objective has been 
by-passed. Evidently the garb of the 
Sisters is not so sacred a thing as we 
have been led to believe; anything can 
be changed here, to gain an end. It 
leads one to wonder whether the same 
thing may not be happening in the garb 
of the Roman priest. 

The people of New Mexico are on 
better ground when they seek to dis- 
miss the nun herself from the public 
schools of that state, by way of the law, 
and not the garb of the nun. Of course, 
either dismissal can fail unless there is 
a constant vigilance on the part of 
those who object to denominational 
teaching in the free public school. A 
teacher is a teacher, however he or she 
be dressed: the thing to watch here is 
not the clothing of the sower, but the 
teaching that comes forth in the seeds 
the sower casts abroad. 


UNION: Church union and Protestant 
unity is one of the historic planks in 
CuristiAN HeRrAvp’s platform. Head- 
lines this month tell us that the whole 
movement of modern Protestantism is in 
that direction. To wit, a few headlines: 





The deaf choir from the Silent Sheep Church, Tulsa, Okla., sing silently a 
gospel hymn at the Christian Deaf Fellowship convention in Springfield, Mo. 
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You who have 
lived and loved— 


erhaps the perfect final tribute 
P of a family’s eternal love and 
respect, one for the other, is the 
family monument, chosen and erect- 
ed, while the family dives. The wis- 
dom and satisfaction in this impor- 
tant pre-need choice is inspiring 
action everywhere. Don’t be late. 
You'll find the counsel you need 
where your monument dealer 
proudly displays the famous Seal 
of the Barre Guild, and points it 
out to you, etched inconspicuously, 
on actual monuments. This Seal is 
your guarantee of superior quality, 
design and craftsmanship. With it 
goes the Guild’s coveted Certificate 
of Quality, backed by the entire 
monument industry in Barre, Vt, 
“Granite Center of the World” 


“MONUMENT IDEAS” — free— 
a wonderful new booklet of 16 
pages, 40 monument illustrations. 
Address: Barre Guild, Desk CR-23, 


Barre, Vermont. 
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Here is the Easiest Way to 


WRITE for PAY 


I want an gritere, interested in cashing F R E t 


hundred checks for $1 to $100, offered 

2 aa No previous eaorrseeee neces- 

Pi 1 ot posteard for information— INFORMATION 
"SAUNDERS M. CUMMINGS 

467-CH Independence Bidg., Colorado Springs, Colo. 


GOWNS 


*Pulpit and Choir: 
Headquarters for 
RELIGIOUS SUPPLIES 





~ Church Furniture . Stoles 
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= Hangings - Communion 
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“Congregationalists to Continue Merg- 
er Discussions”; “United Lutheran Evan- 
gelical Church Asks Merger of Five 
Lutheran Bodies”; “Brethren Approve 
Interdenominational Merger”; “World 
Council Gathering at Amsterdam”; 
“United Presbyterians Endorse Interde- 
nominational Merger.” Amen, and amen! 

Two discords break in here. The 
Lutheran Free Church Convention at 
Willmar, Minn., turned down a _ pro- 
posal to affiliate with the World Council 
of Churches by a vote of 246 to 102. 
The Southern Baptists also want no 
truck with this international body. And 
the Board of Social Action of the Ameri- 
can Lutheran Church call upon “nations 
of like mind” to form a closer union in 
the cause of world peace. 

Well, the course of true (church) 
love never did run smoothly, and we 
will not get there overnight. But, to us, 
the most incongruous request in the 
modern world is that of a divided 
church calling on the nations of the 
world to get together! Charity—and 
cooperation—start at home. (Amen!/— 


The Editors.) 
e TEMPERANCE @ 


STRATEGY: The wets are trying a new 
strategy; we have just seen it in Vir- 
ginia, California and Colorado, where 
the boozemen are telling the body polli- 
tic that local option is un-American, that 
all local option laws should be repealed, 
and that local option is just old Pro- 
hibition with a new look. 

Any law against the liquor traffic is 
prohibition—but, for heaven’s sake, let’s 
keep local option and prohibition by 
national amendment in their own sepa- 
rate categories. Un-American? Is the 
right of the people to vote on the liquor 
question un-American? Has the booze 
business put an end to majority rule in 
this country? 

If anything is un-American, it is the 
immorality of our liquor industry. It has 
used wealth and political pressure to 
defeat the will of the people; it has 
seized space in ships to ship booze in 
wartime when men at the front begged 
for the matériel of war; it has prosti- 
tuted advertising space in the American 
press with the most misleading and de- 
ceiving advertising in the history of the 
nation; it has preached moderation in 
the interest of liberty and forced up 
sales of a product that has denied 
liberty to all but the drinkers; it de- 
mands freedom to sell poison to a people 
who only ask the right to tell their 
legislators whether they want that poi- 
son sold or outlawed. 

Un-American? If the boozemen are 
good symbols of democracy, we'll take 
Russia! 


cus: Last week-end we had to get to 
Chicago; we went by train, paid our fare 
like all the rest, took a book when we 
grew, weary of our seat in the Pullman 


and for a little change of atmosphere, 
walked up to the club car. 

We got a change of atmosphere, all 
right. Within half an hour after we 
found a seat, the place was so thick with 
smoke that we could hardly breathe. 
And the car was so full of fools getting 
drunk that we couldn’t concentrate on 
the book. 

The porter was nearly rushed to 
death; the drunker the passengers got 
the louder they got. We heard language 
that would make the Bowery blush; the 
stench of beer and the conditions of the 
tables and the floor, when two or three 
drinks and bottles spilled, reminded us 
of the hog-pen on grandfather’s farm. 
(As a matter of fact, the hog-pen was 
cleaner!) Shouting inebriates roared 
all over the place; the sober few in the 








Camp Fire girls of Portland, Oregon, 
pack the first of a number of ship- 
ments of clothes, toys and accessories 
which have gone to Christian Herald’s 
mission school in Foochow, China. Mrs. 
A, G. Waltie, project chairman, directs 
the packing. The girls are: Yvonne 
Reveal, standing, and Lynne Brono. 





car had no rights whatever. When one 
lady objected to the pawing of one 
“gentleman” drunk exercising his per- 
sonal liberty, she was told to “get the 
— out, if you don’t like it.” 

We didn’t like it. Perhaps we should 
have known better than to go into that 
car, which was becoming nothing more 
nor less than a barroom on wheels. 
What bothered us was that we had paid 
for the privilege of going there; the 
ticket-agent didn’t tell us to keep out 
of that car, when we put down our cash. 
Nor do the railroads seem to be doing 
very much top protect the passengers 
who stay sober and decent. Why? 

You tell us. Hereafter, we'll go by 
air—or pedal a bicycle. Anything is bet- 
ter than this. And better than having 
the club-car drunks wake up the whole 
Pullman car when they came back to get 
undressed and go to bed! (Another 
Amen!—The Editors.) 
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SAVE MONEY WITH 


“Wlidge Plot 

Help conserve 

SS: fuel. Fatten your 
o> savings. Perfec- 

tion’s exclusive 

pilot, a tiny burner within the 
main burner, is fed oil “by the 
drop”. No other burner can 
match its low consumption. It's 
truly a pilot, not just a low fire. 
Pilot alternates with either high 
or low fire to balance economy 
with comfort in any weather. 


Floor Flo’ Blower! 


WARMTH WHERE YOU NEED IT! 





HERE COMES COMFORT 


_and BIG 
FUEL SAVINGS 


THIS WINTER! 





You get improved 

ey circulation of 
‘@ heated air, to all 
corners, by using 

the new Perfection Heater with 
specially designed blower (not 
just a fan). Called ‘Floor-Flo” 
because it delivers warm air at 
floor level helps keep heat where 
you need it. Quiet as a mouse. 


COMPLETELY AUTOMATIC! 


Relanc do comfort! 


When you have anew 
| thermostatically-con- 
trolled Perfection 
Heater, the heater 
does the work, you relax. No 
jumping up to adjust fire for 
every weather change. Fire 
automatically cuts back from 
high or low flame to “Midget” 
pilot when rooms are. warm, 
automatically returns to higher 
fire when needed. 


MORE HEAT PER GALLON 
WITH PERFECTION’S 


Heat that would 
otherwise go up the 
chimney is trapped 
by the “Heat Ex- 
tractor” and directed roomward. 
Adds to your comfort — saves 


fuel! Gets most possible heat 
from each gallon. 


PERFECTION STOVE COMPANY, 7043-A Platt Avenue, Cleveland 4, Ohio 
Manufacturers of Oil Ranges and Cook Stoves, Oil Heaters, Oil Water Heaters, Oil and Gas Winter Air-Conditioning Furnaces 
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® WE CLEAR THE RECORD 


I HAVE never quarreled, nor do I now, with my fel- 
low churchmen who oppose universal military train- 
ing. Certainly I do not question their sincerity, though 
a few of them have questioned mine. But I am grieved 
because almost universally they have failed or refused to 
support moral safeguards for youth, religious guidance 
under the several faiths, recognition of the status of the 
conscientious objector, no segregation and federal legis- 
lation to make these and other recommendations effec- 
tive; all of which were recommended by the Compton 
Committee. 

Being convinced that some form of training would be 
enacted, I pled editorially and on public platforms 
for support of these recommendations. “Declare against 
U.M.T. if you must,” I said, “but add—if any form of 
training is adopted, give to youth the moral safeguards 
and religious guidance provided in the Compton Plan.” 
With a few notable exceptions, church assemblies disre- 
garded that plea. 

One of the 300 clergymen signing the call for youth 
to refuse to register or to serve in the armed forces made 
the following statement at the Northern Baptist Con- 
vention in Milwaukee on May 28: “I think I know why 
the religious conferences of America have not said, ‘If 
universal military training ever comes, we would want 
these moral safeguards.’ It is because they have been 
unanimous as a group in saying, ‘God helping us, it will 
never come. ” 

But there are exceptions. The Baptists of Georgia, in 
the largest state Sunday-school convention in the 
country, without committing themselves for or against 
universal military training went on record for these 
safeguards and for religious guidance. The Inter- 
national Society of Christian Endeavor, representing 
hundreds of thousands of Christian youth, took similar 
action. The presidents of “land grant” colleges and uni- 
versities, in which forty percent of the college men and 
women of America are enrolled, voted for these recom- 
mendations. The Chiefs of Staff and the American Le- 
gion accepted the recommendations in good faith and 
sought to have them written into law. 

The Compton Plan was not peace-time conscription. 
Now we have the draft—and with practically none of the 
safeguards recommended by the Compton Report. 

We recommend that the “moral safeguards” recom- 
mendations “with religious guidance,” as proposed by 
the President’s Civilian Advisory Commission on Uni- 
versal Training, be added to the present draft law or to 
any other training program for American youth that 
may be passed. It is imperative that these safeguards 
with religious guidance be implemented at once. We 
earnestly hope that before this editorial is read, the Pres- 
ident’s Commission, popularly known as the “Compton 
Committee,” will have been requested to propose ways 
and means. 

CuristTIAN HERALD will do its utmost to have the 
Compton Plan made into law. We shall forget the 
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things behind, say no more about them, and press to- 
ward the mark of adequate moral safeguards for youth, 
with religious guidance, wherever and whenever boys 
and young men are inducted into their country’s service. 


@ ANOTHER 300 


| ip AN old copybook in our attic is a sentence that 
challenged my youth: “At Thermopyle Leonidas and 
the 300 Greeks could die but they could not retreat.” 

I remembered that sentence as I read the recent state- 
ment of another “300.” The 300 clergymen who signed 
the statement calling upon American youth to refuse to 
register or to serve in the armed forces have rendered 
their faith a tragic disservice. However sincere their 
purpose, they have committed a breach against law and 
order, democracy and freedom. Could their purpose 
succeed, anarchy would be the result. 

Such leadership as this before World War II shares 
responsibility for thousands of lives sacrificed needless- 
ly. But youth will not heed this call to civil disobedience; 
and Americans, without regard to faith or color, will re- 
pudiate it. These 300 do not represent, they misrepre- 
sent the overwhelming majority of their fellow church- 
men. 

These 300 clergymen should make themselves eligible 
for the same or equivalent treatment the boys who heed 
their call are bound to get. Surely mature and responsi- 
ble men will refuse the economic security, with the ex- 
emption from military service, granted their profession 
but denied to those whom they may persuade to civil 
disobedience. . 

A letter written by an Army chaplain was received 
after the young clergyman had gone to his death hero- 
ically in the North Atlantic on the deck of a torpedoed 
transport. The letter contained an earnest plea against 
any training program of hate. “Hate,” the chaplain said, 
“is negative, a corrosion in the soul; it can never serve a 
good cause.” That young man lived and died his creed, 
and his creed was love. But also he was a Christian real- 
ist, and in the same letter he said that he favored addi- 
tional West Points and that universal military service 
should be enacted into law. “In a government such as 
ours the rights and privileges of freedom,” he wrote, “en- 
join the duties and responsibilities, and that principle 
should be universally applied and accepted.” 

I enter the letter of the Dorchester chaplain against 
the subversive manifesto of the 300 clergymen. His are 
the words I would remember and his is the voice I 
choose to follow. 


EDITOR OF CHRISTIAN HERALD 
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youthful head of the in 


is battling against time and against the doomsday 


that awaits us if we don’t make world union work ... 


By FRANK S. 


MITCHELL HOOKS 


ILLUSTRATOR: 


FRNYERE was a bandage over his 
eyes. He lay in a hospital within 
sound of the guns on Guam, a young 
officer in the U. S. Marines. His world 
had just exploded in his face, in the 
form of a Jap grenade, shattering his 
face and blowing out his right eye. His 
brother had been killed at Okinawa. 
For Cord Meyer, the $64 question 
was: “What do I have to live for?” 
Lately top honor student at Yale, rich 
man’s son and patriot, Meyer had gone 
into the war not because he was spoiling 
for a fight but simply because he 
thought of it as a dirty job that might 
pay off in a better world. As he 
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Ed World Federalists. He 


‘ 


is Cord Meyer Jt. 


MEAD 


splashed ashore at Guam, he was 
thinking: “If we stormed just one more 
island, took our lives in our hands and 
charged the last pillbox, endured just a 
little longer, we should know the value 
of our efforts and see constructed by our 
sacrifice a better life for all men.” 

We went to his office the other day 
and asked him if he still felt that way 
about it. He didn’t smile. 

“No,” he said. “No. There are too 
many islands. The whole world is cov- 
ered with pillboxes. War settles noth- 
ing. It is insane, brutal mass murder. 
Its fruits are not peace and security 
but brutality, degradation, sorrow.” 











CORD MEYER, JR. 


That sounds bitter and a bit disillu- 
sioned. But it isn’t. It’s just the cold 
truth as Cord Meyer has tested it in the 
laboratory of his own experience. The 
dead right eye is the only bitter part of 
him; there is nothing wrong with his 
heart or his mind. 


ODAY, at 27, Cord Meyer is on a 

crusade to rid the world of war. He 
is a young man in a big hurry, fighting 
time and the tides of human affairs. He 
says that time is running out faster than 
we think. He tells young people and his 
elders all over the country that if they 
don’t move and move quickly against 
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the onrushing atomic doom of the day, 
they won’t move at all. They'll either 
be quick now or dead later. Few young 
men have roused the youth of this 
country as he is rousing them. 

To prevent the extinction of the hu- 
man race, he offers a solution that makes 
you laugh—and then think. He is presi- 
dent of United World Federalists—a 
group of young men and women and a 
few oldsters who are thinking not in 
terms of mere national defense but of 
an international front against world 
suicide in World War III. The United 
World Federalists have a scheme that 
takes in just about everything and 
everybody from Nome, Alaska, to the 
Orkney Islands. Youth is like that. 
Youth has wide horizons, takes in a lot 
of territory. Maybe, considering what 
the elders did to youth in World War II, 
vouth has a right to be like 
that. 

As we talked we discov- 
ered that Meyer wasn’t 
caustic or cynical about the 
world he’s living in; he’s 
just honest. He calls a 
spade a spade. We sat in 
his Manhattan office listen- 
ing to the roar of traffic in 
the street, to the blind 
helter-skelter of men rush- 
ing after money, to a lot of 
men blind in both eyes, 
completely unaware of ap- 
proaching doom. 

“Look at us,” he began. 
“Here we are three vears 
after the war, living like a 
lot of ants in the shadow 
of a steamroller. Twenty 
million people in our world 
are under arms; we have a 
“defense” budget in the 
United States this year of 
eight billion dollars—with half the world 
facing starvation. We laugh, and throw 
out our chests, like little boys passing a 
graveyard at midnight. Afraid? We 
afraidP Oh, no. We're safe. We've got 
the atomic bomb! We say that loudly; 
it’s supposed to take care of everything. 
It takes care of nothing. 

“Sure, we’ve got the atom bomb. Not 
just the primitive little things that we 
dropped on Hiroshima, but a new one, 
packing the equivalent of 20,000 tons 
of TNT. Within the next ten years, if 
we're as smart as we think we are, we'll 
have one that will be the equivalent of 
100,000 to 250,000 tons of TNT, One 
of the scientists who helped develop the 
Hiroshima pellet, says that with future 
bombs great quantities of radioactivity 
rising from just one bomb dropped on 
the Pacific Coast would endanger the 
whole United States. 

“That’s what we’ve got. We’re hold- 
ing it ‘in sacred trust.’ We'll guard the 
secret, so no other nation can get it! 
We'll show ’em! 
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“But atomic scientists in this country 
say that large-scale production of atomic 
bombs in the Soviet Union is possible 
within five years after Hiroshima—with- 
in ten years at the latest. France and 
Russia have outstanding scientists work- 
ing on it; those two countries can quite 
conceivably not only match American 
production, but beat it. Then what? 
And are we so stupid that we believe 
we can keep the)secret? Can you name 
a single military weapon that sooner or 
later hasn’t become the property of 
every major power in the world? 

“And that isn’t all of it, either. You 
don’t have to see your enemy any more 
to destroy him; all you need is his 
address. Just the other day I read of a 
new guided missile that can destroy a 
plane in the sky seven miles away. 
Rockets in the future will be accurate 


THE WAY 


I hear men speak of some new world tomorrow, 
Of lasting peace, of brotherhood of men, 
Of banishing from earth the blight of sorrow 


Which war has spread across its face again; 


Of geographic changes contemplated, 
Of treaties drawn, of ideals to insure 
The reaching out in love to those once hated, 


So children still unborn find peace secure. 
O, how shall men achieve this rich desire 
When laws and pacts have failed in ages past? 
How shall each heart be lifted to aspire 
And make this dream reality at last? 

There is one path, one shining hope today: 
"Tis follow Him who said, “I am the Way.” 


Charles A. Miller, Jr. 





on targets three thousand miles from 
the firing point. Those rockets won't be 
carrying just atomic warheads, either; 
theyll be carrying bacteria. Bacteria 
that will destroy wheat fields, even to the 
seeds in the ground. Disease germs that 
will depopulate the world’s largest cities 
within a matter of hours. Mr. Molotov 
wasn’t kidding when he said to the 
United Nations, ‘It should not be for- 
gotten that atomic bombs used by one 
side may be opposed by atomic bombs, 
and something else, from the other 
side.’ ” 


ORD MEYER paused; the room 
was suddenly quiet as a tomb. 
Outside, in the gay spring street, we 
heard a child cry, “Mommie, help me. 
I fa’ down.” A church bell rang, calling 
the Christians to prayer. (For peace?) 
An old man, pulling weeds out of a bed 
of tulips across the way, straightened 
up to look at an airplane in the sky. I 
fingered a little gold pencil—the gift of 
my boy, Pete, now in prep school and 


just the right age for the draft. It was 
hot in that room, but I felt as though I 
were packed in ice. I managed a 
question: 

“Then—you don’t believe in prepared- 
ness? You don’t think we should be so 
strong, that no nation... ?” 

“Certainly I believe in preparedness,” 
he snapped. “All I’m saying is that 
preparedness on a national scale isn’t 
enough. It’s just pouring money down 
a rat-hole. And it doesn’t protect, any 
more. The four most terrible words in 
this atomic age are these: “There is no 
defense.” We can’t protect ourselves 
from. rockets fired three thousand miles 
away. All we can do is to strike back— 
if we have anything left to strike back 
with, after the enemy drops the first 
(unannounced!) bombs. We can only 
hope to intimidate the world with a 
sky-high stockpile of atom 
bombs, radioactive poi- 
sons, disease-producing 
germs and long-range rock- 
ets and bombers. While 
we're doing that, the other 
nations are doing it, to! 
It’s the devil’s treadmill. 

“All I'm saying is that 
there is no hope for any of 
us so long as the nations go 
on competing against each 
other. We talk of anarchy 
after World War III, an- 
archy is here now! The 
present system of com- 
peting, suspicious, war- 
minded and stock-building 
states is pure anarchy, and 
nothing else. The folks 
who went to church when 
that bell just called them 
have a fine faith in Jesus 
Christ—but their earthly 
boss is Mars, not Jesus. He 
calls the tune. Mars takes their money 
and their lives. Let a war come, and 
they are no longer the loving servants of 
a loving God but the maddened puppets 
of Mars. The respect for the dignity of 
human life and the moral code we 
learned in Sunday school extends then 
only as far as the national boundaries 
within which we live. We stand ready 
to cheat, rob and kill at the call of the 
government. No, mister, we'll never get 
peace that way. We've got to have 
something better—something more in- 
ternational than that.” 

“But—haven’t we got it? In the 
United Nations?” We should have 
known better than to ask that one, for 
Cord Meyer was one of Harold Stassen’s 
“veteran aides” at the founding of the 
U.N. at San Francisco. He went back 
to San Francisco: 

“Sure. We've got something in the 
U.N. We've got a forum, where we can 
talk. Is that enough? I realized it 
wasn’t enough, at San Francisco. 

(Continued on page 84) 
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By HELEN SMITH SHOEMAKER 


ILLUSTRATOR: 


OST of us worry twice as much 
as we pray. We read twice as 
much as we pray; we talk twice as much 
as we pray. We run around all day 
long like frantic ants trying to keep life 
right-side up, when what we really 
should do, is run around less and pray 
more. Millions of people would bear 
me out when I say that if we put into 
prayer for peace one-tenth the energy, 
the concentration, the self-sacrifice, the 
study that we put into waging war we 
might begin to see emerging the better 
world for which we all long. 
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LUMEN WINTER 


The people of the world have just 
been through a common experience of 
trouble. Perhaps the only cement that 
will hold our one world together is this 
universal experience of suffering and 
our common apprehension about the 
future. The little people of nearly every 
natign have known fear, cold, sickness, 
hunger, have lost loved ones, been dis- 
possessed, and the little people of every 
nation have been forced to their knees 
in prayer. Prayer may prove the handle 
by which all of us can contribute to a 
healing of the world’s ills. 





None of us little people want any 
more wars. For we and our children 
are the ones who stand to suffer the 
most from germ bombs and atom bombs 
and the other horrible surprises being 
prepared for a possible World War III. 

Eighty million of the little people 
who pray live in the lands behind the 
Iron Curtain. Will their prayers and 
heroic resistance born of prayer be able 
to conquer this new manifestation of 
evil, as their prayers and heroic resist- 
ance helped to conquer it in Holland, 
France and Norway during the recent 
war? 


R. FRANK LAUBACH in his il- 
luminating book, “Prayer, The 
Mightiest Force in The World,” says: 
“We do not persuade God to try harder 
when we pray; it is our world leaders, 
our statesmen and churchmen whom 
we persuade to try harder. We help 
God when we pray. When great num- 
bers of us pray for leaders, a mighty 
invisible spiritual force lifts its minds 
and eyes towards God. . . . It is infi- 
nitely better for world leaders to listen 
to God than for them to listen to us. 
Most of us can never enter the White 
House and offer advice to the President. 
Probably he will never have time to 
read our letters. But we can give him 
what is far more important than ad- 
vice; we can give him a lift into the 
presence of God, make him hungry for 
divine wisdom, which is the grandest 
thing one man ever does for another.” 
Do you realize what this means? It 
means that every one of us, no matter 
how humble or ineffective we consider 
ourselves, can through our prayers help 
to decide which way the world is going. 
If we do nothing else in our lives but 
pray, we will be making a vital and im- 
portant contribution to the world’s sta- 
bility. 

Just think of the countless millions 
of us who can pray. You wives, mothers, 
and sweethearts of our war veterans, 
surely you will want to pray. You war 
veterans, many of you learned to pray 
“out there.” There is greater need for 
it than ever if all that you have won is 
to be held! You disabled folk and shut- 
ins, you are not on the shelf, your prayers 
can make you as important as the most 
eminent statesmen. You housewives, 
pray as you cook and sweep. You great 
army of workers, pray at work, pray 
going to and from work. You young 
people, you don’t want your lives in- 
terrupted as were the lives of your older 
brothers and sisters—you must pray too. 
You old pecpie, you who feel your life 
is over, or that life has passed you by, 
you are vitally important to this great 
army of prayers, 

That’s the beauty of it—no one need 
fee] frustrated, or inferior, or finished, 
because everyone who prays is a builder 
of the future. Therefore, let us lift our 
voices in prayer—all of us little people— 

(Continued on page 41) 
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Dr. Nance and the Tampa U., build- 
ing, formerly the Tampa Bay Hotel. 


By THORP McCLUSKY 


NLY a year ago blonde, petite 

Dorothy Bachman believed that 
she could never go to college. From her 
home in Buffalo, New York, the 19-year- 
old girl had written more than 50 letters 
to colleges and universities throughout 
the South and Southwest, pleading for 
admission. 

But the answer was always “No.” 
It wasn’t because of her high-school 
grades; they were excellent. Dorothy 
was a victim of poliomyelitis—infantile 
paralysis. The muscle-wasting disease 
had left her with both legs completely 
useless, and her arms, shoulders and 
torso weak as a baby’s. She was doomed 
to years, perhaps a lifetime, in a wheel- 
chair. 


Then came a different letter. It was 


from a small, struggling university in 
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Tampa, Florida. “Come along, Doro- 
thy,” the letter said. “We'll take care of 
you somehow.” 

Joyously Dorothy wrote to her closest 
chum, brunette. Helene Keller of Al- 
bany, another polio victim. From 
Tampa, Helene received the same reply, 
“Come along...” 

Burton Christiansen of Redwing, 
Minnesota, who had been striken while 
serving in the Navy, got his “Come 
along Chris,” from Tampa after being 
turned down by more than 20 schools. 
And a Tampa girl, Frances Rozzela 
Smith, learning of what was going on, 
applied for admission and was promptly 
accepted by her home-town university. 

All four entered the University of 
Tampa in September, 1947. They are 
sophomores there today. Others will 
follow; word gets around. 

It wasn’t easy to admit Dorothy Bach- 
man. Ramps had to be built up to two 
entrances and in one of the girls’ bath- 
rooms. A long-disused elevator had to 
be repaired and put in service. The city 
fathers were persuaded to retime a traf- 
fic signal at the entrance to the campus, 








UNUSUAL COLLEGE WHOSE 


allowing two minutes for a wheelchair 
to cross the street. A good-natured, 
husky girl student who could use a little 
extra money was engaged for the job of 
Dorothy’s roommate and attendant. 

Tampa U. did these things for Doro- 
thy Bachman because it has a great 
heart—a spirit that takes action in addi- 
tion to just feeling sympathy. Whether 
any other school would bother, I don’t 
know. I’ve never heard a similar story, 
anyway. And I do know that, regardless 
of facilities, fewer than 10 institutions 
of higher education in the entire United 
States admit students as badly paralyzed 
as Dorothy. 

Three vears ago, the University of 
Tampa was in a bad way. In 14 years, 
three presidents had come and gone. 
There was a deficit of $38,000. A hand- 
ful of dispirited professors struggled to 
exist on subsistence salaries. Through 
the 500 rooms of what had once been the 
ornately magnificent Tampa Bay Hotel 
195 students roamed gloomily in a Drac- 
ula castle nightmare of shattered win- 
dows, sagging ceilings, rotting wood- 
work, broken furniture. Every square 
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No worthy student is turned away at 
Tampa U. solely because of lack of 
funds. Dynamic Dr. Nance always 
manages somehow to “promote” the 
tuition. At left are some of the 
students he has helped in this 
manner, and below we see him with 
his family in a book-lined study. 


UNPREDICTABLE PREXY HAS A UNIQUE HOBBY: EDUCATION FOR ALL! 


foot of the huge, sprawling 5-story 
building needed paint. 

Today, Tampa U. is the fastest-grow- 
ing school in the South, with 1,200 
regular students and 800 enrolled in 
adult-education classes. Instead of a 
deficit, there is an endowment of $411,- 
000. Faculty salaries are up an average 
of $900. A unique faculty disability- 
and-retirement-insurance-plan, the only 
system of its kind, is about to be put in 
effect. Classrooms and _ dormitories, 
though still not luxurious, are in good 
repair, freshly painted, adequately 
equipped. Morale is piercing the zenith. 


aoe the spiritual and material 
regeneration of Tampa University 
stands the unorthodox and tremendously 
human personality of one man—47-year- 
old Ellwood C. Nance. Tall, slim- 
figured, strikingly handsome with his 
shock of prematurely white hair, he’s 
been a combat soldier, clergyman, fund- 
raiser extraordinary, rescuer and builder 
of churches, lecturer, author, columnist, 
college dean, and Army chaplain. Dur- 
ing the war, as senior officer in charge of 
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Ramps were built at Tampa U. to accommodate permanently disabled students. 
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morale at the U.S. Army’s Chaplain 
School at Harvard University, he helped 
train more than 8,000 chaplains of the 
Catholic, Protestant, and Jewish faiths. 
His book, “Faith of Our Fighters”—an 
anthology of the impact of battle on men 
and women of enduring faith—was twice 
dramatized over NBC, commended by 
military, naval and religious leaders here 
and abroad, 

The war in Europe was ending when 
the plea came to Chaplain Nance from 
Tampa: “We remember how you, as 
pastor, saved the First Christian Church 
here when the depression was at its 
worst and the sheriff was about to oust 
the congregation. Will you come back 
and save Tampa University?” 


O* V-E Day, still in Army uniform 
and wearing his captain’s bars and 
chaplain’s insignia, Ellwood Nance be- 
came president of Tampa University. 

Almost his first order was: “I’m al- 
ways accessible. Nobody from janitor 
to dean is to be refused an appointment 
with me if he believes it’s necessary.” 
That rule still stands. 

Then, tieless and in shirtsleeves, he 
enlisted the students. “Look at the mess 
this place is in. You know we haven't 
any money, but we've all got hands. | 
can handle a saw, hammer and _ paint- 
brush—and Tll do my part. Who'll 
help?” 

They watched him set to work. The 
idea caught on. Half the student body 
pitched in, the boys doing the heavy 
jobs, the girls painting and prettying 
up their dormitories. With the building 
jumping to this unaccustomed treat- 
ment, Dr. Nance hopped a train for 
Portland, Maine. He got a few names 
from groups he had addressed as an 
Army Chaplain. Then he went calling 
on people: “Will you help save a small 
Southern University that’s non-sectarian, 
non-profit, and privately operated—and 
dedicated to the betterment of all hu- 
manity through education, regardless 
of race, creed, or color?” 

Some of them would, and did. From 
Portland, Dr. Nance worked his way 
South. Six weeks later he was back in 
Tampa. Including contributions that 
had been coming in from Tampa busi- 
ness firms and individuals, $65,000 had 
been raised, 

It was like a reprieve to a condemned 
man. But the university needed far 
more than that—at least a half million 
dollars, the minimum amount required 
for full accreditization by the Southern 
Association of Colleges and Secondary 
Schools. 

Dr. Nance went before the com- 
munity and his trustees. “You plan to 
build a monument to the university's 
war dead some day. Why not honor 
them now by naming the endowment 
fund in their memory? Call it the Living 
Memorial Endowment Fund, as a con- 
stant reminder that they did not die in 
vain. 
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NE day back in 1936, President 
Franklin D, Roosevelt said to 
me: “I would rather be judged by 
the Tennessee Valley Authority 
than by anything else I have done.” 
That prompted me to go down to 
look over the tremendous project: 
On one of those trips I picked up 
this story: ; : 

An old man had a cabin in a val- 
ley where there was to be a huge 
lake. The engineers went to the old 
man and told him he would have to 
move to the hilltop. He refused to 
budge. They said they would build 
him a new cabin, complete with 
electric lights, a refrigerator and an 
electric stove. Still he refused to 
move. 

“Nope! Ain’t a-goin’ to move! 
My grandpappy lived here, my 
pappy lived here, and I have lived 
here all my days. I ain’t a-goin’ to 
move!” 

“But this spot will be covered 
with a lake a hundred feet deep. 
You'll just have to move!” 

“Nope, I ain’t a-goin’ to move!” 

Then those smart engineers de- 
cided to probe into the old man’s 
reason for not wanting to move and 
finally this is what he said: 

“See that fire burnin’ on the 
hearth? My grandpappy started it 
and kept it goin’; my pappy kept it 
goin’ all his life, and I’ve kept it 
goin’. Nope! I ain’t movin’!” 

Those imaginative young engi- 
neers solved the problem this wise 
way: 

They got a_ steel receptacle; 
gathered up the embers of that 
blessed fire which three generations 
had kept going; took that fire ‘and 
the old man in a truck up to the 
hilltop cabin; laid the still burning 
embers on the new hearth. 

“QO. K. I’m willin’ to move now! 
I just wanted to keep the fires of 
my fathers burnin’ on that hearth. 
I’m satisfied.” - 

This salty old gentleman may 
not have been a Bible student or 
even a churchgoer, yet he got his 
strong love for family and family 
tradition straight from the pages of 
the Good Book. 


—WILuIAM L, STIDGER 





There was some hemming and haw- 
ing. “Has it ever been done before?” 

“Not that I know of,” Ellwood Nance 
said. “But there’s always a first time for 
everything.” 

The endowment fund was established. 
The students, more than half of whom 
were veterans, went into action. On 
December 6, 1946, they started the first 
student-faculty-townspeople drive in 
history to save a university. Every 
doorbell in the city was pushed, every 
store, factory and office was visited. The 
‘ampaign lasted seven weeks and raised 
$90,000, Not content with that, a group 
of talented students wrote and produced 
a full-length play, with a cast of 75. It 
netted $1,001. “The Spartan Wives”— 
spouses of GI students—typed thousands 
of envelopes, licked stamps, mailed bag- 
fuls of money-begging letters. Sororities, 
fraternities and campus religious groups 
staged parties and entertainments and 
donated the proceeds to the fund. 

Today, through continuing effort, the 
Living Memorial Endowment Fund is 
within $89,000 of its goal. Not all the 
money was raised by the students, of 
course. But a great deal was. Perhaps 
no other school in the country is more 
truly owned by its undergraduates. 

It wasn’t enough for Tampa U’s stu- 
dents to help their own school. Two 
years ago, as though by spontaneous 
impulse, they conducted an _ entirely 
different citywide drive, this time col- 
lecting seven carloads of food, clothing 
and books for exclusive distribution to 
needy students in Europe. They even 
included blankets for over-age teachers. 
And they're repeating the campaign 
each year. 


HEIR inspiration, of course, is Prexy 
Nance, the humanitarian iconoclast. 
From his first day at Tampa, he’s broken 
more prissy rules, done more unheard- 
of things than you can shake a stick at. 
He eats in the cafeteria with the stu- 
dents. Holds “bull sessions” in the 
dormitories and his home. Sits on the 
steps and talks to the janitor. He'll 
stoop and pull a weed out of the lawn, 
help somebody move a desk or a stalled 
car. Walking down the corridor from 
his office to the front entrance, he'll be 
stopped by twenty people and talk to 
them all. He'll dictate an involved ad- 
dress, sermon or report lying flat on his 
back on a big divan in his office with his 
eyes squeezed tight shut, frowning in 
complete unself-consciousness. After a 
late-evening speech he’s likely to turn 
up on the campus at midnight for a chat 
with the nightwatchman. When he 
can’t sleep, he’ll dress and get down to 
his office, do a day’s work before his 
secretaries show up at 9:00 o’clock. 
“He’s unpredictable and he lacks dig- 
nity,” his critics complain. 
“Tl begin to worry when it’s said that 
I lack devotion,” he answers. 
Nance’s greatheartedness has perme- 
(Continued on page 66) 
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" HE second grade giggled. The sec- 

ond grade squirmed. The second 
grade sat with its grubby little hands 
folded upon its desks and gazed ador- 
ingly up at her with secrets in its eyes. 

“Oh, don’t!” Virginia wanted to say 
to them—and she turned her back 
sharply. With hands that shook a little 
she pretended to sort the primers on the 
small reading table. “Don’t look at me 
so, my darlings. Don’t make me feel 
your betrayer.” 

For in just a few days now she would 
be gone. She wouldn’t be here when 
they skipped so trustingly in, calling, 
“Morning, Miss Tracey!” She wouldn't 
be here to help them off with their rub- 
bers, to admire their proudly exhibited 
treasures, and listen to their often fan- 
tastic stories, Nobody would, maybe. 
The school-board president had made 
that feverishly clear, begging her to 
wait when she handed in her resignation. 

Well—she set her trembling chin—let 
him worry about that. For she had 
waited too long already—year after year, 
thinking she would quit if they didn’t 
manage to pay her more money. But 
always she gave in, just because she 
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By MARJORIE HOLMES 


couldn’t bear to leave the children. 

Only it had gotten harder and harder. 
You just couldn’t live on twenty-eight 
dollars a week any more, not even in a 
small town. Her room and board had 
been raised again. And -she needed 


‘clothes so badly. She glanced down at 


the dark crepe dress that she’d had to 
sew up under the arms again this morn- 
ing. At the frilly white collar and cuffs 
with which she had tried to make it a 
little smarter. Yes, her sister Joan was 
right—she was too young and pretty to 
let herself go like this, to get so shabby, 
no matter how much she loved teaching. 

“Get out while there’s time, while 
youre still attractive and while there 
are other jobs available,” Joan had writ- 
ten from Chicago. “Jim has a lawyer 
friend who needs a receptionist. We 
told him about you, and if you act at 
once I’m sure you can have the place. 
The pay is sixty a week, and you can live 
with us for free. Don’t be a sentimental 
idiot, darling, or I warn you you'll wind 
up like old Miss Johnson!” 

Miss Johnson, who’d taught the sixth 
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grade for generations; who was too old 
for other work now, and who couldn't 
even retire because the school provided 
no pensions. A kind of tender horror 
had gone through Virginia at the 
thought. After a sleepless night, she 
had wired her sister she was coming. 

She forced a bright smile, facing the 
room once inere. “Gootiness, youre $i 
wigglers today! You remind me of a bas- 
ket of newborn puppies.” 

The second grade laughed joyously, 
and then Mary O’Brien stood up, prim 
in her braids and her immense hair 
ribbon. “Please Miss Tracey,” she 
lisped importantly through missing 
teeth, “we think Miss Johnson across 
the hall wants to see you.” 

“Miss Johnson?” she puzzled, joining 
the conspiracy. “I suppose I'll have to 
hurry over and find out what she wants. 
Will you be good while I'm gone?” 

“Oh, yes, Miss Tracey!” they shrieked 
gleefully. “We'll be good, you'll see!” 

She closed the door, cutting off their 
bright laughter, Lovely head low, she 
crossed the quiet corridor. “Don’t dar- 
lings, don’t,” she was thinking again. 

(Continued on page 78) 
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LEADERS OF THE ECUMENICAL CHURCH NOW MEETING AT AMSTERDAM 







Drs. Samuel McCrae Cavert, Henry Smith Leiper (Executive Sec- 
retary, World Council of Churches), Douglas Horton—all U. S. 


Bishop Andrey, Bulgarian Orthodox Church, Bishop Fijellbu, Church 
of Norway (Lutheran),and Bishop Oxnam, Methodist Church,-U. S. 





Raymond Swing, the radio commentator, interviews Dr. O. F. 


Dr. John R. Mott, “grand old man of American Methodism,” and 
Nolde, director of a study commission for Amsterdam meeting. 


Dr. Alphons Koechlin, president, Swiss Fed. of Protestant Churches. 








Dr, J. H. Cockburn, Church of Scotland, and Dr. W. A. Visser ‘t 
Hooft (Netherlands), general 


Dr. Goeffrey Fisher, Archbishop of Canterbury, meets Pastor 
secretary, the World Council. Martin Niemoeller, Evangelical Church in Germany, at Geneva. 





Dr, Hendrik Kraemer, director of Council’s Ecumenical Institute, 
chots in Geneva with Dr. Frederick E. Reissig, Washington, D.C. 


Dr. Henry P. Van Dusen, president, Union Theological Seminary, 
confers with Dr, Adolf Keller, the Swiss theologian, at Geneva. 
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THE CHURCHES’ BiG CHANCE 





Historic Is the Word for What’s Taking Place in Amsterdam Even as 
You Read This. But Will It Give Us the Christian Unity We Crave? 


ORRY, but I can’t take the case if 

it comes up in late August,” said 

lawyer Charles P. Taft of Cincinnati. 
“ll be in Amsterdam.” 

“You'll have to get along without 
me at convocation,” said President 
Mildred McAfee Horton of Wellesley 
College. “Ill be at Amsterdam.” 

“Don’t schedule any conferences you 
want me to attend during late August 
and early September,” said John Foster 
Dulles to colleagues in the State De- 
partment. “Ill be in Amsterdam.” 

And these are not all. Just try to 
get a date during that period with any 
of 900 or so top-flight churchmen—lay 
and clergy—in America and clear across 
the world. Chances are, you'll get the 
same answer: “Sorry, but I'll be in 
Amsterdam.” 

What under the sun, demands the 
unknowing reader, can be going on in 
Holland that is important enough to 
command such a priority in the lives 
of such important people from so many 
walks in life? 

It is the birth of the World Council 
of Churches—an event unique in mod- 
ern history, and one that well may go 
down in Christian annals laced with 
letters of red. For during the period 
between August 22 and September 5— 
just about the time you will be reading 
this issue—some 900 of the world’s 
leading Christians, delegates and alter- 
nates to the first assembly of the Coun- 
cil, will be prayerfully taking a long 
step toward the long dream held by 
devout men and women ever since 
their Master first prayed: “O Father, 
that they may be ONE!” 

It is that dream which has haunted 
the hearts of saints and seers of all the 
ages. All across the years—a thousand 
years, almost two thousand now—Chris- 
tians of all creeds have confessed with 
shame their disunity, their schisms, 
their separatism. “We are one,” they 
have said. “We have one Lord, one 
faith, one hope. Why can’t we get to- 
gether, plan together, worship to- 
gether? Why can’t we be one?” 

Understand, there has been no yearn- 
ing after uniformity. Uniformity has 
always been a curse, and efforts to 
force it have proved disastrous. Uni- 
formity almost always is the goal of 
power-seekers, not of those who sin- 
cerely seek the mind of Christ. 
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But unity—that is something else 
again. Unity in the face of diversity, 
unity that wants no part of uniformity, 
unity of spirit and not of organization 
necessarily, unity of action in promot- 
ing the unified goals of the Kingdom 
of God upon earth—that is what Chris- 
tians have hoped for throughout the 
ages. 

The Apostle Paul faced the problem 
early in his ministry. In the very first 
council on Christian unity, related in 


the Book of the Acts, true unity got 
entangled with uniformity—and the re- 
sult was bad, At the council, Paul had 
to contend with those who wanted to 
confine Christianity within narrow 
Jewish limits, who wanted to run Gen- 
tiles into the Jewish mold. Paul had 
to do a terrific selling job to put across 
the difference between unity and uni- 


formity. He recognized the fact of 
“diversities of gifts . . . of administra- 
tion . . . of operations.” But he held 


that it was the glory of this new Way 
of Life that it could have varied ex- 
pression and yet maintain real unity 
of spirit. 

The Early Church started off in this 
spirit. Not many years passed, how- 
ever, before ambitious seekers after 
power twisted unity .into uniformity. 
And in succeeding generations the 
Church was rent into a hundred divi- 
sions by those who made the fatal 
error of thinking that to have unity one 





must stifle liberty and force into one 
pattern all adherents of the Gospel. 
The Protestant Reformation was an 
inevitable reaction against the growth 
of central power and the denial of lib- 
erty. The free human spirit simply 
will not yield to an enforced uniform- 
ity. That the struggle to be spiritually 
free eventually led to the splitting of 
the Church into hundreds of branches 
was unfortunate. And unnecessary. 
That today we have more denomina- 
tions than we have nations cannot be 
blamed on religious liberty. The blame 
rather is on religious myopia and child- 
ishness. Christianity divided is Chris- 
tianity immature. 

As the Christian Church has ma- 
tured, the hunger for unity has _per- 
sisted. The hopes and aspirations of 
Christianity’s millions of adherents are 
wistfully searching for a way to unified 
expression, to unified action. 

Is the World Council, under God, 
that way? Is the ideal of church unity 
at long last to be realized, at least in 
part? 

It could be! At Amsterdam the 
churches of non-Roman Christianity at 
least have their big chance. What they 
—and all we of the 140 communions 
and 43 countries they represent—make 
of it depends largely upon how willing 
are we, as denominations and _indi- 
viduals, to decrease in order that Christ 
might increase. 

The strides already made in the for- 
mation of the World. Council are con- 
siderable. In itself, it is evidence that 
should be satisfying to those critics of 
“divided Protestantism” who have been 
wont to wail: “Why don’t the churches 
get together?” 


1X THE World Council they are get- 

ting together. Not to create one vast 
“super-church.” Not to lay down hard 
and fast rules for creedal and ritual- 
istic uniformity. Not to establish con- 
stitutional power or legislative man- 
dates over the various bodies which 
vary from Dan to Beersheba in their 
forms of worship and administrative 
control. 

Real Christian unity need not de- 
pend on those things. Indeed, as we 
have already hinted, any unity that 
tries to establish itself by the histori- 

(Continued on page 76) 
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the United States is not only 
a son of the manse, he’s a 
teetotaler, a practicing 
Christian, and a firm: be- 
liever in the power. of re- 
ligion to help solve the 
world’s big problems .. . 


By CECII 
y CECIL 


OBODY needs to be told that one 

of the top diplomatic spots in the 
world today is that occupied by the 
British ambassador to the United States. 
It is significant, therefore, that when 
this key post needed filling a few weeks 
ago, the man chosen was a man of deep 
religious faith and rich spiritual back- 
ground, 

He is Sir Oliver Franks, and he brings 
to the Washington scene a conception 
of Christian statesmanship that this 
cynical and battered world badly needs 
right now. 

Born in a Congregational manse—with 
his grandfather, his uncles and cousin, 
as well as his father in the ministry— 
Sir Oliver narrowly missed the ministry 
himself. His early leanings were all in 
that direction. Perhaps it is fortunate 
that his calling—and he insists it was 
just that—led in another direction. For 
while there are plenty of Christian min- 
isters, there is no over-supply of Chris- 
tian diplomats, 

There is no doubt that the new am- 
bassador’s dearest wish was to follow 
the path which his early training had 
taught him was the height and glory of 
human achievement. He was early initi- 
ated into the inner secrets of the Chris- 
tian religion by his father’s dedicated 
example of Christian living and exact 
scholarship. The high integrity of the 
Christian minister’s calling, and the re- 
lation of religion to life were made clear 
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SIR OLIVER FRANKS 


NORTHCUTT 


to him by example even more than 
precept. 

Looking at the 43-year-old Franks 
today—the high domed forehead, the 
rather severe intellectual face and the 
somewhat reserved manner—the ob- 
server sees what superficially may be 
called a typical intellectual. That judg- 
ment is a hasty one. There is a moral 
fervor and dedication about everything 
Sir Oliver does that marks the man of 
religion, and owes everything to the 
manner of his upbringing and his own 
personal convictions, At Oxford he and 
his wife were regular attenders at 
Quaker meeting, finding in the simplic- 
ities of Quaker worship ‘and _ practical 
witness a combination of virtues ideally 
suited to their temperaments. 


URING 1935 he had a period of 
teaching philosophy at Chicago 
University. Then came his two years of 
professorship in the famous philosophy 
chair at Glasgow, when he was still 34. 
Franks might still be there today quietly 
pursuing his chosen career of philoso- 
phy, looking at life as an observer with 
a detached air of questioning and dwell- 
ing in the ivory tower of contemplation. 
But the crash came in 1939, and 
Oliver Franks was thrown up into the 
maelstrom of London officialdom. Word 
soon got around government circles that 
a new man with a first-class mind and 
spirit had arrived. 





One day Oliver Franks met Lord 
Beaverbrook. The encounter promised 
to be a fierce one, between the tem- 
pestuous tornado whom Churchill had 
called in to build aircraft, and build 
them quickly, and the quiet, refuse-to- 
be-rushed professor with such a mas- 
tery of detail in his mind. Beaverbrook, 
who is proud of being born in a Nova 
Scotian manse and knows his Bible well, 
had discovered that Franks was of the 
same school. They glared at each other 
and then fell to discussing the Bible. 

Beaverbrook, with his quick intuition 
about men, had spotted a man who be- 
lieved in the verities of eternal truth 
even in the midst of doing his profes- 
sional job. 


T WAS this this same moral intensity 
which impressed the Russians at the 

UNRRA conference at Montreal in 
1944. He sat with them stubbornly and 
yet graciously until 4 a.m. listening, 
persuading, seeing their point of view, 
and at last showing them by sheer logic 
and argument that their instructions 
from Moscow were, after all, reconcil- 
able with the Anglo-American point of 
view. If Franks believes in a position 
once accepted, he will never let go—but 
he will go to any lengths to win his op- 
ponent, 

The call to serve his country came 
once more during the preliminary dis- 
cussions on the Marshall Plan in Paris 
and London in the summer of 1944. 
With a tireless brain, capable of work- 
ing ‘round the clock, Franks brought 
shape to the great conception of Secre- 
tary Marshall. It is a plan that he will 
continue during his ambassadorship, 
because he knows that the continued 
close relations between the two great 
democracies of the West are necessary 
to the peace and happiness of the world. 

A teetotaler, a man of religion, a 
believer in the observances of the Chris- 
tian faith, Sir Oliver Franks stands now 
at the beginning of a career of service 
for the welfare of his fellow men. There 
is no doubt that this is the spirit in 
which he comes to Washington. 

He talks slowly and _ thoughtfully, 
picking his words carefully so as to ex- 
press the subtlest shade of meaning. 
When he gets going he will adopt in- 
formal attitudes, draping his long legs 
over the side of an armchair and gazing 
into the middle distance while he ham- 
mers out his thoughts. His talk is im- 
bued with tolerance and quiet humor. 

Britain has sent to America some re- 
markable men, but here is one of the 
youngest of them—mature already, but 
not so mature that the minds and opin- 
ions of the great continent will not help 
him to blossom, America receives a 
man of faith who believes in what he 
says and does and gives his heart to his 
work because he is, in the old-fashioned 
and Christian sense, “called” to it. 
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Aye that’s not all,” Mrs. James was 
saying. “They’re foreigners— 
Polish, I think. And shiftless as all get- 
out. You know the type, Ellen.” 

Ellen Brent nodded. She was a tall 
woman, with dark hair that fell in soft 
waves about her face. Her face was 
grave now as she listened to the small, 
hen-like woman whose only arresting 
feature was her brick red hair. 

“Of course, you know what the vil- 
lage is saying about Tim?” Mrs. James 
smirked. “But then, of course, I never 
repeat gossip. I just thought you ought 
to know, Ellen, and do something about 
it. I’m only doing what any good friend 
would do.” She nodded emphatically 
and waited. 

As the silence grew, Mrs. James 
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shifted her small, plump body uncom- 
fortably. Finally she burst out: “Well, 
for goodness sakes, you are going to do 
something, aren’t you? If he were my 
son—” 

“But I don’t know those people,” 
Ellen Brent replied finally. “I only 
know what I’ve been told. I know Tim’s 
been going over there regularly. I 
know too he’s missed a lot of meals here, 
but—” 

“Well, Ellen, you can’t say I didn’t 
warn you. Why, just the other day 
Mary Kent—and you know how honest 
Mary is, never talks about a soul—well, 
Mary said as many times as she’s seen 
that family downtown their mother has 
never once been with them. She said 
that girl, I can’t think of her name, buys 
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anything she wants. Imagine, letting a 
child like her run the house while the 
mother stays in bed all day. Just sheer, 
no-good laziness is what it is. I can tell 
you, my Hilda doesn’t run my house. 
She helps, cf course. She’s a good, 
practical girl. Of course, Tim doesn’t 
come around to our place anymore. But 
Hilda has other friends, I can tell you.” 

“I’m sure she has,” Ellen answered. 
“Of course, you know I can’t make 
Tim—” she caught herself and reddened 
at the thought she was about to put into 
words. 

Mrs. James rose to her feet and 
crossed the room. She pulled back the 
crisp, white curtain and looked out of 
the window. “You can almost see the 

(Continued on next page) 
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place from here. The old Barney farm. 
And you know what the Barney’s were 
—” She stopped, then went on: “Well, 
I've nothing more to say. I think I’ve 
done you a good turn, Ellen.” 

It was hours after Mrs. James had 
gone that the telephone rang. Ellen 
lifted the receiver to her ear. 

“Mother?” It was Tim. “Mother, I’m 
staying over for a while tonight. Don’t 
wait dinner for me. I'll eat here.” 

“But Tim!” she protested. “I’ve 
planned dinner for the three of us. 
Surely, it isn’t as important as all that?” 

“But it is, Mother. I want to be here 
when the calf is born. I couldn’t leave 
now. I’ve got to hurry. I'll be home 
later. Bye.” 

She hung up the receiver, and as 
she stood there the fury within her be- 
gan to mount until, shaking and trem- 
bling, tears stood on the brims of her 
eyes. 

It had begun to grow dark outside, 
and the gloom began to push itself into 
the room. Ellen crossed the room and 
peered into the quickly gathering dusk. 

Then suddenly, across the misty 
space of swamp land, there appeared a 
warm glow of light. It seemed to roll 
back the gathering night and stand un- 
afraid in its solitude. The light came 
from the old Barney place .. . and Tim 
was there . Tim and that girl... 

With a cry, she dropped the curtain 
and pulled down the shade. Then she 
threw herself into a chair and sat there 
alone and sobbing. 


ao BRENT sat across from Ellen 
reading—or at least holding—the 
paper. Occasionally, he’d glance over 
the top of the pages at Ellen who sat, 
almost stiffly, across from him, knitting 
with an intensity that filled the room. 

Abruptly she stopped. Her lips were 
compressed into a thin, narrow line. 
“John, I want to talk to you.” 

He slowly folded the paper and laid 
it aside. “Well?” 

“It’s about Tim. This is the third time 
this week he’s not been home for din- 
ner.” 

“Did he phone?” 

She flashed him a look of disgust. 
“Of course he phoned. But what dif- 
ference does that make? Do you know 
where he is? Well, do you?” 

Her voice had begun to rise. She 
could feel the blood mounting in her 
face. Furiously she began to knit. 

“T think I know, Ellen. Over at the 
Sholski place.” 

“John, it’s got to stop! The whole 
village is talking!” 

“You mean by that, Mrs. James has 
been here again? I wish that woman 
would.mind her own business.” 

“Helen James is a good friend of 
mine. At least she has the courage to 
tell the truth. I won’t have my son 
running around with that—that—” she 
spat the word out—“tribe!” 

“Aren't you taking this a little too 
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seriously, Ellen? After all, Tim isn’t a 
kid anymore. He’s twenty-one and a 
young man.” 

“Why hasn’t he taken the work at 
your store more seriously, then? He’s 
never there. You know that as well as 
£0." 

“Tim doesn’t want to be a store- 
keeper, and that’s all right with me. 
We've been over all this before, Ellen. 
I won't force Tim into anything he 
doesn’t want to do. If he wants to be a 
farmer, then let him be one. My father 
was one, and a good one.” 

“If he wants to be a farmer, then let 
him go to another farm. I won't have 
him mixed up with those foreigners!” 

“Some of the best farmers in this 
country were foreigners once, Ellen. 
Besides, I've heard this family has fixed 
up the old Barney place real well. 
That shows ambition.” 

“Ambition!” Ellen cried scornfully. 
“Do you think it takes ambition to lie 
in bed all day while the kids do the 
work? And that’s what the mother of 
that family does.” 

“IT don’t know about that, Ellen. I 
know I’ve never seen her come to the 
store. The girl, Wanda, does all the 
buying. And she’s shrewd, too. And 
pretty. Tim could do worse, I think.” 

Ellen rose from her chair and strode 
across the room. Her eyes flashed with 
the fire that burned within her. “I want 
you to have a talk with Tim. Tonight. 
If you can’t do something about this, 
then I will.” 

John shrugged his shoulders and 
picked up the paper. “All right, Ellen. 
I'll talk to Tim when he comes home. 
Tll try to find a solution. But Ellen, 
you've got to work out your solution, 
too.” 

“I don’t know what you're talking 
about. I know I’ve done everything a 
mother could do for a son. Sometimes I 
wish Tim had been a girl. Then there 
wouldn’t be this trouble.” 

“You're wrong, Ellen. Boy or girl, 
there would still be trouble. You see, 
you don’t want to share Tim with any- 
one. You’ve got to get over that, Ellen. 
Why don’t you go visit the girlP You 
might—” 

Ellen cut him short with an em- 
phatic “No!” 

“All right, Ellen. Do it your way. I'll 
speak to Tim later.” 

It was almost eleven when Tim came 
into the house. He moved with a quick, 
sure step, carefully .closing the door 
behind him. It was then he saw his 
father. His face lighted up. “Hello, 
Dad. Mom in bed?” 

His father nodded. 

“We had great luck, Dad. The calf 
is fine and the cow even better, I guess. 
Mr. Sholski says I'm going to be a good 
farmer. I told him I should be, that my 
grandfather was one of the best. How 
are things at the store?” 

“Fine, Tim. Can you spare a few 
moments?” 
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“Sure, Dad. What’s un?” 

















i c The boy sat down facing his father, 
his hands clasped between his knees. 
k at “Shoot,” he said. 
He’s “About coming home to dinner. 
tas Couldn’t you arrange it a little more 
: regularlyy Mom does cook a pretty 
ore- good meal, you know.” 
me. ‘ Tim studied the floor. “I know it’s 
len. 4 hard on Mom. But things do pile up. 
he | I always phone.” 
be a “There are other things, too.” John 
ther 4 went on, watching the face of the boy. 
j Tim’s jaw seemed to set just a little. 
1 let t “Such as?” 
lave : “There is talk going around about you 
rs!” and the Sholski girl.” 
this “That’s my business, Dad.” 
len. ‘ John felt the tide of stubbornness rise 
ixed : within the boy. He tried another point. 
vell. “They tell me the father is quite a 
farmer.” 
lly. “He is,” Tim replied. “But about 
. lie : Wanda. I’m twenty-one, Dad, and to all 
the } appearances able to take care of my- 
r of self. Everybody agrees on that—with 
one exception.” 
Ca “Who is that, son?” 
the “Mom. I know what you're going to 
the say, Dad. But it’s no use this time. 
And This is once when I know what I want. 
nk.” | ° I want first of all to be a good farmer. 
ode ; No one is going to interfere with that. 
vith ' So far as Wanda is concerned, that’s 
rant my business too. This isn’t going to be * 
a . tis akan 8 This Booklet Shows ME How to 
his, i For a second Tim hesitated, then 
plunged on. “It hasn’t only been e e e a) a 
and Wanda, Dad. It’s every girl. I’ve tried AUG 
len. to get Mother to see my side of it, but 
me. she wouldn’t listen. It has always been 
len, the same thing. Something she’s heard. “Through these pages I learned about a wonderful kind of partnership 
ion, Something wrong with their families. forme ina great ministry—the work of preparing young men and 
I’m always just a little too good for women for life-long Christian service. 
ing anybody.” e S G ’ 2 : : 
ga He paused for a second. A note of The annuity gift I made to Moody Bible Institute still provides sound 
set ; tenderness crept into his voice. Bible instruction, tuition free, for the thousands who look to Moody 
one “IT love Mom, sure. But Dad, ’m | for their training. And even as I share the joy of seeing these young 
4 grown up. I want other people around | People go out equipped to work for God, I have that other satisfaction— 
‘irl, me. Just like you did. Just like you assurance that each year for life Moody annuity checks... my unfail- 
ee, wanted Mom. That isn’t so hard to | ing ‘savings’... will keep on bringing funds to help meet my financial 
ny- understand, is itP” needs. 
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i John Brent cleared his throat and started | duction to the Moody Annuity Plan. A new edition of “Double Divi- 
toward the stairs that led to the rooms | dends” is just off the press. Mail the coupon for your free copy, and 
eal above. Before he went up he paused. learn how YOU can combine sound saving with fruitful Christian 
No, son, that isn’t hard to understand hohe 
Tl at all,” he said. “Don’t worry about it. g g- 
It'll turn out all right. Goodnight” | ee ee pbnvimimnmatianieas 
_ ; . , ; | MOODY BIBLE INSTITUTE Dept. H 1257 i 
ck, HE morning broke with an ominous | ! 453 isrrruTE PLAGE, CHICAGO 10, ILLINOIS ! 
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llo, glower as heavy grey clouds slowly 1 CIAL PLAN. ! 
drifted across the backdrop of brilliance i I ofe 
; and threatened to hide it. ‘. NAME -Snnutlies 
alf : Ellen stirred busily about her kitchen. 1 I 
SS. 3 The tantalizing aroma of coffee and ADDRESS, —— | Mean More” 
od j bacon floated throughout the house. ! es : 
my ; Even as she worked, Tim came into the IB + < Soa erage sa preg gr ag. apne aaa Ty 
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says this medical man, who denies that “life begins to end at forty”! 


ao & 
£ 
£ 
* 
£ g 
a/ ff # 


What has the menopause to do with religion—or vice versa? Plenty, 


*t 


By W. W. BAUER, M.D. 


ILLUSTRATOR: 


ET’S not call it middle age. Let’s 
call it middle life. Everyone must 
grow old, but there is more than one 
way to go about it. Growing old means 
slowing up, but it need not mean sour- 
ing up too, as it sometimes seems to do. 
Growing older may mean creaking 
joints, but it does not need to include 
friction in the family. 

You may have noticed that people 
approaching middle life often become 
waspish in their dispositions, unreason- 
able and cantankerous. In women this 
is usually blamed on the “change of 
life,” the traditional bugbear of middle 
life in women. In men the manifesta 
tions are less spectacular, and usually 
call forth more or less facetious remarks 
about “the old codger.” or innuendoes 

out “the dangerous age.” Tendencies 
to crack physicaily, emotionally or spir- 
itually at the middle of life are uni- 
versal; they are not a punishment for 
errors or sins of the past. 

They happen to the best people. 

But they happen needlessly, or with 
needless severity, in many instances. 
Modern medicine, psychiatry, and the 
new concept of psychosomatic (soul 
and body) medicine—and a good dose 
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of what we loosely call “down to earth” 
religion—offer much help. 

While the clergyman need not be 
a graduate. psychiatrist, he may—and 
usually does—have much to offer 
through his understanding of human 
nature, the religious guidance and help 
he can offer, and the comforts of a firm 
religious belief which can strengthen 
and support. 

A woman asked me once, “What are 
the symptoms of the change of life?” 

My reply was that I would not tell 
her, for the same reason that I would 
not caution a child to refrain from stick- 
ing beans in his ears. I would not be 
responsible for suggesting to a patient 
a long list of possible symptoms, most 
of which she would never have but all 
of which she would start right in to 
worry about. So I give here no “symp- 
tom catalogue,” but rather some general 
suggestions. These will perhaps be best 
conveyed through some typical but 
mythical examples. 

Susan Park was one of the most 
familiar citizens of her community— 
comfortable, old-fashioned Middleville, 
a typical Midwestern town of the 
20,000 class. Almost any morning one 





might see her trudging to market, a 
trim, bright little figure with a gay 
blouse in summer or a colorful scarf in 
winter, her faithful dog Tag at her 
heels or scouting the territory ahead 
of her with his mind on possible cats 
to harass. Susan Park had lived here 
all her life—as school-child, adolescent, 
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war bride and war widow without a 
child. : 

Now, in her late forties, she lived 
alone in the cottage where she had 
been brought up, and where until re- 
cently she had cared for her father and 
mother until their deaths within a few 
months of one another, 

Susan’s little house was festive dur- 
ing the growing season, one blossoming 
plant following another, Susan’s own 
sunbonnet conspicuous for its brilliant 
hues among the flowers. In winter the 
yellow lamplight shone cheerfully on 
the snow piled on hedge and _ rock- 
garden. Inside, the little house sang 
with color. 

Susan lived here by herself, but she 
was seldom alone. From her work as 
a teacher and her contacts in the 
church she had become the advisor and 
the confidante of Middleville’s youth. 
Her mellow wisdom, keen sense of 
humor and sharp perceptions, ably 
abetted by a brimming cookie-jar, an 
icebox which never ran out of cool 
drinks and a stove which miraculously 
gushed coffee when most needed, 
brought boys and girls to see her, to sit 
about her fire, and to talk about their 
problems and their dreams. 

Susan was in her forties, and some- 
times she seemed to feel that she was 
growing older. But she didn’t have 
too much time to think about herself. 
There were always so many other inter- 
esting ideas to occupy her thoughts, so 
many fascinating things to do. 


haps TuorPeE and Susan had gone 
to school together. Frieda, like Su- 
san, had remained in Middleville to 
live. She had mariied a soldier too, but 
her husband had survived, and they 
now lived in a large and slightly old- 
fashioned house up the street a bit from 
Susan’s cottage. Frieda could be seen 
about town as often as Susan, but she 
looked quite different—and her actions 
were different too. 

Frieda dressed somberly and plainly. 
She did not go in for color. She had 
none of Susan’s bright, pert attitude 
toward life. She had considered her- 
self in “frail health” for years, laboring 
at the keeping of a prim and orderly 
house where few except she and her 
husband ever came now that the chil- 
dren were off to college. 

As a matter of fact, the departure 
of the children did not change matters 
a great deal, for they had seldom 
brought their friends home, and stayed 
home very little themselves. Frieda 
and her husband John, a Middleville 
boy grown up and established in the 
flour-and-feed business, at which he 
was financially successful, lived in the 
old house alone. 

Frieda grew increasingly difficult to 
live with, sharp as to temper, prone to 
unreasonable demands, ready to shed 
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tears. She and John barely contrived 
to keep a civil and apparently amicable 
“front,” as they dined in solitary state, 
served by their faithful Mary Brennan, 
who loved them dearly and criticized 
them unmercifully to their faces. 

When Frieda asked Mary Brennan 
how she managed to work so hard at 
her time of life, Mary snapped: “Al- 
ways had to work. What do you mean, 
my time of life? I’m forty-eight. I’m 
still a young woman. I eat well, sleep 
well, and have fun when I can. I never 
worry. I’m good for a long stretch yet, 
and don’t you forget it!” 

Susan was facing middle life, the 
“change.” So was Mary Brennan. John 
and Frieda Thorpe were descending 
into middle age. What’s the difference? 

Partly it is a matter of physical 
health. The middle years affect both 
men and women alike in many respects, 
in addition to the special effect upon 
women known as the “change of life”— 
or, more scientifically, the menopause. 

As we approach forty, and pass it, 
we are compelled to slow up. Not only 
the athlete, but all of us. We begin to 
feel the effects of wear and tear on our 
physical, mental and emotional equip- 
ment. We require more rest. 

Much depends on our attitudes when 
these experiences overtake us. We can 
fume and fret and make a fuss—which 
gets us nowhere and makes us and 
everybody around us unhappy. We 
can foolishly ignore the obvious and 
attempt to keep up with youth, and 
we may well end up in the hospital 
or the grave. Or we can face the facts 
calmly and cheerfully, and adjust our- 
selves to them. 

Susan, like Mary, had the right idea. 
She went to her doctor, and told him 
that she was approaching the age 
when, according to tradition and old 
wives’ tales, women had a tough time, 
and their relatives and friends even 
a harder one trying to endure them. 
She wanted to know what he could do 
about it. He told her, and she did it. 

Frieda Thorpe’was not so fortunate. 
She had allowed her health to deterio- 
rate, her weight to drop far below 
normal, and she had no interests except 
sewing, which gave her too much time 
to think, and bridge, which gave her 
too much time to exchange “experi- 
ences” with other women. 

From the conversations of a number 
of women, she had acquired a com- 
plete list of all possible symptoms 
which women might experience during 
the menopause, and she lived in dread 
of all of them. When she finally con- 
sulted the doctor, he had a hard time 
with her—and she had a hard time, 
and so did her husband. 

John Thorpe too had his misgivings 
about growing old. He had been too 
much absorbed in his business to pay 
attention to his health. His days were 
spent at the office, his evenings at home 
glumly listening to the radio or reading 
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his paper. He and Frieda seldom went 
out, and few friends came in. 

She insisted that there was nothing 
wrong with her—except that she was 
just “nervous,” as any woman would 
be at her age—and if John weren’t “just 
a man” he might understand. 

Frieda went to the woman’s society 
at her church one day, and came home 
in tears mingled with wrath because 
she had been “snubbed by the presi- 
dent,”. and her “best ideas” had been 
disapproved. She was sharp with the 
merchants, and quarrelsome with sales- 
people. 

All the time she meant no offense. 
She simply said and did unaccountable 
things on the capricious impulse of the 
moment. Finally John demanded that 
she see a physician. 

The doctor made a careful examina- 
tion, and gave voice to a few of those 
unexpressive grunts that doctors use. 
At last he told Frieda that there was 
nothing physically wrong with her that 
could not easily be corrected. Unlike 
most women of her age, she was too 
thin, and would have to gain some 
weight to be at her best. He prescribed 
a diet for her, instructed her to see him 
twice a week for some injections ot 
hormones to replace the diminishing 
ovarian secretions, gave her some hor- 
mone tablets to use at home, and some 
additional medicine to use when she 
felt particularly “bad,” and finished up 
by reading her the riot act about giving 
up to the advancing years instead of 
making the most of them 

The middle years, the doctor pointed 
out, can be the best years, mellow with 
experience and memories, relieved of 
responsibilities of young children, rife 
with opportunity for pursuing new in- 
terests and hobbies, filled with precious 
leisure for the pursuit of reading, study, 
philosophy—above all, the time to find 
spiritual enrichment for the declining 
decades. Then he sent her to her pastor. 

The minister, forewarned by a mes- 
sage from the doctor, spent a great deal 
of time talking to Frieda; but, more 
important, he spent much time listen- 
ing. To him, her troubles which loomed 
sO mountainous were very common- 
place; but he was careful not to let her 
see this impression. He gave her judi- 
cious praise for the good ‘work she had 
done in the church, and made a mental 
note to arrange for some special and 
satisfying project in which her talents 
could be employed. When she had 
gone, he picked up the telephone and 
called John in for a long talk. Between 
them they were able in the course of 
a few months to inject some new inter- 
ests into Frieda’s life. 

When half a year had rolled around, 
considerable difference could be noted 
in the patient. She had ceased barking 
at salespeople. She seldom quarreled 
with John. Her feelings were not so 
easily hurt by her friends. 

In meeting the menopause _intelli- 
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gently we must recognize that it is only 
one of the manifestations of middle age, 
and that it is greatly influenced by the 
other trends of this time of life—heart 
and blood-pressure conditions, rheu- 
matic tendencies, the general slowing 
up of age, or any associated abnor- 
mality. The first approach is to seek 
the best possible physical health. 

Next comes emotional and spiritual 
adjustment. In this, both the wise doc- 
tor and the experienced clergyman can 
help. The family must help too, with 
tolerance but no pampering, with kind- 
ness and consideration—and coopera- 
tion in transferring the. patient’s con- 
centration upon herself to other objec- 
tives. Putting one’s religion to work in 
everyday life, and spending much time 
in service for others or in equally un- 
selfish but absorbing pursuits, is of the 
utmost importance. 

When Frieda finally had been per- 
suaded to see the doctor, she came 
home from her first visit with the sug- 
gestion that John too might benefit 
from a consultation, since he was 
always complaining about how he felt. 

John went, grumbling. The doctor 
examined him, and then grunted his 
disapproval. 

“So, you don’t feel well. Got one 
foot in the grave—huh?” 

“What’s the matter with me, doctor?” 
John inquired apprehensively. 

“Plenty,” growled the doctor. “You're 
fat and lazy and you never think about 
anybody except voursélf, or about any- 
thing except baled hay and chicken 
feed.” 

“No, I mean—am I sick? Have I got 
some hidden disease? I don’t feel 
right.” 

“Of course you don’t feel right. But 
organically you're all right. You just 
need to act as if you were alive.” 

He told John to cut down his work- 
ing hours, take some outdoor recrea- 
tion, and get out among people—taking 
his wife along. He jolted them out of 
their humdrum existence, and in six 
months they felt much better. Both 
still had far to go before they could 
catch up with the cheerful Susan Park, 
who continued to enjoy life through 
the so-called critical years, much as she 
had done before. 

Medical science has much to offer 
for the more successful living of the 
years after forty, converting middle age 
into middle life. But medical science 
alone is not enough. You must do your 
living yourself. You must meet middle 
age, not run away and hide. 

Learn to relax and slow up. 

Get a hobby. 

Take such exercise as your physical 
condition permits. 

Deepen and broaden your religious 
and spiritual interests, not alone but in 
church groups. 

Keep your chin up—not out—and 
meet middle age with a smile of con- 
fidence! THE END 
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By David English Camak 
A Novel about God 
and a Girl on horse- 
back in N. C. Mes. 
“Moonshiners,” Lake, 
A Cross, and a rich 
young man who falls 
in love with them all. 

CLEAN—GRIPPING 
“Reading it was a stirring delight.” 
—Dr. Wm. L. Stidger. 

252 pp. $2.00 Postpaid in U. S. A. 
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CRUSADER AGAINST CHAOS 
(Continued from page 18) 


“I watched this U.N. being born, and 
I saw it sicken in infancy. It might 
have been a means of finding agreement 
between nations; it has become a means 
of proving the malevolence of each 
delegate’s intentions. I thought it 
might prevent war; I found the dele- 
gates refusing to outlaw war. I thought 
they were ready to surrender at least a 
little of their national sovereignties in 
the interest of the sovereignty of the 
human race; they established a veto 
against that. I thought the smaller na- 
tions were in for a new deal; as it has 
worked out, the smaller nations haven’t 
even the consolation of having their 
aggressors branded as aggressors! 

“The U.N. is still an organization of 
competing nations. The veto leaves 
them helpless. They might attempt to 
punish the weak country without an 
ally, but the stronger nations still enjoy 
unfettered license. It is a system of 
collective insecurity. It cannot prevent 
the use of modern weapons of war; it 
deals with aggression after aggression 
has occurred.” 

“Then you’d scrap the U.N.?” 

“No. That’s the last thing the World 
Federalists want. At its worst, it is still 
better than anything we've ever had. It 
is still mankind’s last chance. We 
wouldn’t scrap it; we’d enlarge it. We'd 
give it sufficient power and authority to 
prevent any nation from owning the 
means of large-scale organized warfare. 
We'd make it capable of discovering 
and punishing the aggressor before he 
aggresses. It would make competing 
national armaments impossible.” 

“That, my friend,” we remarked, 
“looks like a rather large order.” 

“Maybe so,” he replied. “But is it 
larger than a world in ruins? Is it larger 
than the hope of mankind? Than the 
ability of humanity to organize? If we 
are smart enough to knock a world to 
pieces, we ought to be smart enough to 
keep a world intact. 

“Some people smile at our United 
World Federalist idea. We're supposed 
to be slap-happy young dreamers and 
‘idealists.’ Well, maybe we are slap- 
happy; we took a beating in two world 
wars—that’s enough to make us like that. 
But idealists? Is that bad? Is it wrong? 
Is it more ridiculous than war? Every 
great thing that ever happened to the 
human race was once nothing more than 
an idea in the mind of one slap-happy 
idealist. Jesus Christ was an idealist. 
Remember Him? His idea was some- 
thing like ours—and ours, like His.” 

“And how do we get this World 
Federalist thing working?” 

“We will get it by gradually enlarging 
the scope and power of the U.N. We 
World Federalists believe that there are 
several steps to be taken, and taken 
quickly. First of all, national armaments 
should be limited by international law. 





It must be made punishable to possess 
aggressive arms. The standing armies 
and navies of each nation should be 
limited; they should be for national 
police purposes only. The use of force 
between the various nations must give 
way to the use of force in the hands of 
an international police. 

“Give the U.N. its own military to 
enforce its own laws. Give it adequate 
funds. Amend the U.N. Charter to pre- 
vent the secession of any nation; once 
in, they stay in. Get rid of that para- 
lyzing veto; keep only enough of it to 
prevent the U.N. from encroaching be- 
yond the narrow sphere of security. 

“That’s the broad outline. Let it grow 
from there. In time, divide the U.N. 
into legislative, executive and judicial 
departments, as we have them in the 
federated United States. Let the legis- 
lature lay down world laws; let the ex- 
ecutive power be vested in a Security 
Council responsible to the U.N. Gen- 
eral Assembly for the execution of the 
laws; let it have no veto by a single 
vote. Let the judiciary be a system of 
courts with jurisdiction over individuals 
in all cases arising under the world laws; 
let the supreme court of the U.N. guar- 
antee to each nation the rights reserved 
to it by the Charter. 

“And for heavens sake—let’s get that 
striking police force moving, now. It 
should be comparable to the American 
FBI in constant investigation of would- 
be armament manufacturers, all over 
the world; it sHould strike and strike 
fast at any national revolt against the 
U.N. Limit the numbers of volunteers in 
this police group from any one nation; 
rotate and change the personnel fre- 
quently. Establish high standards of en- 
listment; make the pay worthwhile. 
Keep the companies small, and placed 
strategically all over the map. Put your 
A-bomb in their hands, and forget it. 

“That’s the World Federalist idea, 
mister. There are thousands of us— 
victims of the last war and cannon- 
fodder candidates for the next—who will 
settle for nothing less. We're not all 
young upstarts; men like Bevin and 
Churchill and Nehru are boosting it. 
How about you? How about helping us? 
Or will you just sit around until some 
lunatic on the other side of the world 
drops a bomb on your head and liqui- 
dates you in a nice big cloud of atomic 
dust? 

“So long for now. I’m busy. Got to 
make a speech tonight, to some good 
Americans.” 

That’s it. That’s all there is on Cord 
Meyer, a young man in a hurry with a 
World Federalist idea. Take it or leave it. 

Oh, yes—there’s one other thing. 
Someone asked him once if he wasn’t a 
little drunk with “optimism and hope.” 
He replied that he thought blind opti- 
mism foolish, and hope quite necessary. 
He said, “If this hope is naive, then it 
is naive to hope.” 

Well—is it? 
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They're VELGHBORS in Scio 


LEW REESE SETS A PATTERN FOR LABOR-MANAGEMENT RELATIONS 


Wie I stepped into the office of 
the Scio-Ohio Pottery and told 
the man at the desk near the entrance 
that I would like to see Mr. Reese, he 
looked at me with a puzzled expression 
on his face. 

“Who did you want to see?” he 
asked. 

“Mr. Reese,” I replied, “Mr. 
Reese.” 

He smiled. “Oh, you mean Lew,” he 
returned, “Ill hunt him up for you.” 

“Don’t bother,” I said. “Just tell me 
where his office is and I'll find him.” 

“You don’t know Lew,” he said, 
chuckling. “Mebbe he’s there and meb- 
be he ain’t. Chances are you'll find 
him somewhere out in the plant.” 

He went down the corridor shout- 
ing “Lew!” 

A few minutes later he came back. 
“No, he ain’t there,” he said, “but we’re 
scouting around for him. You go into 
the museum and he'll be along pretty 
soon.” 


Lis Be 
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By NORMAN E. 


I stepped into the long hallway filled 
with mounted trophies of the hunt, 
some of them taken by Lew, some by 
other employees of the pottery. Around 
the walls were guns of various kinds, 
old flint-locks arrayed next to machine 
guns from World Wars I and II, all 
contributed to the exhibit by people of 
the pottery family. 

Two small boys wandered past the 
man at the desk and began looking over 
the trophies. I had been there only a 
few minutes when a short, stocky man 
with keen eyes, a strong jaw, and a 
shock of unruly, curly hair came up 
to me. 

“Lew?” I asked, I had learned my 
lesson. 

“Yep,” he replied. “What can I do 
for you?” 

Then light dawned. “Oh, you're the 
preacher-writer,” he exclaimed. “Well, 
you don’t want to see me. You want 


ILLUSTRATOR: MITCHELL HOOKS 


NYGAARD 


to see the people out in the plant.” 

I told him that I wanted to see them, 
to be sure, but I'd like to have a talk 
with him too, 

“Well, come in, come in,” he said 
heartily. He motioned me to a com- 
fortable chair and we sat down. 

I had had some correspondence with 
Lew months before. I’d heard about 
him and his unique way of dealing 
with men. I had talked to many of his 
friends. But I don’t think I was still 
altogether prepared for the man, for it 
is difficult to visualize an industrialist 
who is president of a corporation the 
size of the Scio pottery who has yet 
been able to divest himself so com- 
pletely of an air of authority and ego- 
tism as Lew. Especially is this true 
when, after one look at the man, you 
decide that he is one born to command, 

“What would you like to know?” he 
asked abruptly. 

“All about this business, all about the 
fire, everything about your employer- 
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Tired Kidneys 
Often Bring 
Sleepless Nights 


Doctors say your kidneys contain 16 miles of tiny 
tubes or filters which help to purify the blood and 
keep you healthy. When they get tired and don’t 
work right in the daytime, many people have to get 
up nights. Frequent or scanty passages with smart- 
ing and burning sometimes shows there is something 
wrong with your kidneys or bladder. Don’t neglect 
this condition and lose valuable, restful sleep. 

When disorder of kidney function permits poison- 
ous matter to remain in your blood, it may also 
cause nagging backache, rheumatic pains, leg pains, 
loss of pep and energy, swelling, puffiness under 
the eyes, headaches and dizziness. 

Don’t wait! Ask your druggist for Doan’s Pills, 
a stimulant diuretic, used successfully by millions 
for over 60 years. Doan’s give happy relief and will 
help the 15 miles of kidney tubes flush out poison- 
ous waste from your blood. Get Doan’s Pills. 
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employee relationship here which many 
people seem to feel is altogether crazy, 
but others insist is the most remark- 
able illustration of the success of the 
Golden Rule they have ever known.” 

Lew’s head tipped back and he gave 
a warm chuckle. 

“Well,” he said, “to begin with, 
we're really just a big family here in 
the plant. We all work together. We 
haven't any bosses.” 

“No bosses?” I asked incredulously. 


zs O, there aren’t any bosses,” he re- 

plied. “We have foremen but 
they just lay out the work for their de- 
partments and then most of them work 
right along with the others.” 

Hugh Thorne, who has been with 
Lew for thirteen years, told me later 
on how that worked out. “Lew often 
comes walking through the plant and 
he’s just as apt as not to say, ‘Here, 
give me a turn at your jig. Go take a 
walk around the plant and let a man 
jigger who knows how to jigger.’ He'll 
put on my apron, roll up his sleeves, 
and go to it.” 

He added, “When Lew _ comes 
around you don’t feel uncomfortable 
and look at him out of the side of your 
eyes and wonder if he’s criticizing your 
work, Lew’s just one of us.” 

I had heard about the great Christ- 
mas bonus of $760,000 which he had 
passed out altogether unexpectedly in 
1946. No one had anticipated any- 
thing like that, And everyone who had 
anything to do with preparing the 
checks had been sworn to secrecy. 

“My check was for thirty-five hun- 
dred dollars,” Hugh Thorne said. “You 
could have knocked me over with a 
feather.” 

“Some fellows,” he added, “forgot to 
thank Lew. They'd get half-way to 
their seats and then come back. Lots 
of them couldn’t even speak. They 
were so choked up inside.” 

“Oh, yes,” he went on, “I forgot to 
tell you. Speaking about the way Lew 
comes through the plant, he installed 
this loudspeaker system, and when they 
aren’t broadcasting messages to work- 
ers they play records. Once in a while, 
when they have some dance music on, 
some of the girls stop work for a min- 
ute and take a few steps together. I 
saw Lew watching them once, stand- 
ing where they couldn’t see him. If 
that happened in any other factory 
they’d have been brought onto the car- 
pet. Lew just walked on, laughing like 
he’d split his sides.” 

“Is everybody really that happy 
here?” I asked Thorne, “and if they are, 
what’s the basic reason?” 

“Yes, they really are happy,” Hugh 
said, “and Lew is the reason. Lew 
Reese is the best guy most of us have 
ever known. I’ve been a jigger since 
I was sixteen. I’ve worked in a lot of 
potteries, The thirteen years I've 
worked here I’ve been happier than at 


any other time in my life. And the 
reason for it all is Lew Reese.” 

Hugh is better paid in the Scio pot- 
tery than he has ever been elsewhere. 
Salaries all along the line are higher 
than the union scale, but Hugh insisted 
that that alone was not responsible for 
his feeling. “You just feel comfortable 
with Lew,” he said. “He’s one of the 
gang.” 

Back in Lew’s office once more and 
questioning him again, I asked, “Your 
family idea is remarkably interesting, 
but how does it work out? Don’t peo- 
ple take advantage of you?” 

“Why, no,” he asserted simply. “If 
they did they'd be trying to take ad- 





Dressed in workman’s clothes, Lew 
Reese chats with a visitor to Scio. 


vantage of themselves. You see, here 
in Scio we're all working for one an- 
other. They work for me, but I work 
for them, and we all work-for each 
other. Maybe if I didn’t like to work 
so well myself the situation might be 
different, but I'd rather work than do 
anything I know. It’s a lot more fun 
working than loafing. I don’t know 
what I’d do if I wasn’t able to work.” 

“But surely in a plant this size there 
must be some shirkers,” I suggested. 
“How big a turn-over do you have?” 

His eyes lighted up. “I think in 
about fifteen years of operation maybe 
a dozen men have been discharged,” 
he said, “and then only for habitual 
drunkenness. We really never fire a 
man or a woman once they’ve started 
here. If we start them in the wrong 
job we shift them to something else. 
If they don’t fit in anywhere they fire 
themselves.” 

“Fire themselves?” 

“Yes. You see, all of us like to do a 
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thing well. And if we can’t, then we 
want to get into something where we 
can excel. Those people out there,” 
and he made a wide gesture with his 
left hand, “all want to do a good job.” 

“Is your plant unionized?” I asked. 

His chuckle resounded again. “We’re 
really just one big union,” he replied. 
“No, there’s no formal organization. 
The unions are welcome, of course, if 
our people want one. But there isn’t 
any need for a union in a place where 
there aren’t any bosses. Unions are 
organized when employees need to se- 
cure or hold certain rights. But they 
don’t have to get any rights here. We 
all have them.” ; 

To be sure, the wage scale through 
the years has been higher than that 
which has been paid in most union 
plants. But if the pottery were up 
against it, everyone would pitch in at 
salaries lower than the union scale and 
think nothing of it. That’s the feeling 
the workers have in Scio. 

The cafeteria is an illustration of 
their democracy. Scio employees all 
eat together. There is no private din- 
ing room for high brass, since there is 
no high brass. Jack Wilkinson, the 
zales manager, told me about the visit 
to Scio of the dean of all potters, Sir 
Josiah Wedgewood, from Stokes-on- 
Trent, England. 

At Scio Sir Josiah was given the run 
of the plant just as his nephew had 
received a year before. Jack phoned 
the kitchen, however, and asked the 
cook as a special treat to prepare the 
biggest steaks she had in the freezer 
for Sir Josiah and his nephew and give 
them a meal fit for a king. 

Jack, Sir Josiah, and the younger 
Wedgewood came to the cafeteria at 
the close of a busy morning. There 
office help rubbed elbows with men 
and women dressed in dungarees, clay 
clinging to shirts and slacks. 


IR JOSIAH sat down next to a partic- 
ularly dusty jigger. The English- 
man was impeccably attired in morning 
coat and striped trousers. However, it 
was a hot summer day and the cafeteria 
was boiling. Sir Josiah stood up and, 
before the astonished eyes of his neph- 
ew, divested himself of coat and vest, 
hung them on the back of his chair, and 
proceeded to liquidate the huge steak. 
Afterwards he beamed. “Best meal 

I ever had in my life,” he said. 

The picture we have painted makes 
life in the pottery sound idyllic. Here 
is a plant where everybody is happy, 
everybody works for everybody else, 
the boss never says “I,” but always 
“we.” The proof of the pudding, how- 
ever, is in the eating. How would such 
an organization stand up under severe 
testing? 

The answer came on December 11th, 
1947, fifteen years to the hour after 
Lew had begun his work in the then 

(Continued on page 58) 
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Mail This Coupon Today Without 
Fail—Investigate this Christian Plan 
which enables you both to give and 
receive at the same time and entitles 
you to certain tax exemptions. Write 
today for the interesting booklet, “A 
Gift That Lives?’ 





37 








| 


HOW FAR IS IT TO 


SERMON-OF-THE-MONTH 


By ROSS STOVER 


A MAN who lives a distance of at 
least fifteen miles from his church 


attends Sunday school, morning wor- 
ship, evening service, and Thursday 
night prayer meeting. He also gets 
around to many special events at the 
church. 

One day I said to him: “Let me see, 
just how far is it to church from your 
home?” He answered: “Oh, it isn’t far. 
You see, we love to come.” 

My friend doesn’t measure the dis- 
tance in miles, but rather in the joy of 
appreciation, need, gratitude, a desire 
for worship, the happiness of Christian 
fellowship, and his passion to accom- 
plish for Christ. He joined his voice to 
that of the happy Psalmist when he ex- 
claimed: “I was glad when they said 
unto me, Let us go into the House of 
the Lord.” 

On Sunday mornings, I sometimes 
greet a Christian gentleman, his auto- 
mobile filled with his lovely family, on 
the way to church. They all seem to 
be as happy as larks. They travel at 
least 30 miles every Sunday morning. 
But, to them, church is closer than it is 
for some others who live around the 
corner. 

It wasn’t far to church for the par- 
ents of Joseph and Mary who traveled 
from Nazareth to Jerusalem. It wasn’t 
far for the early Christians who gath- 
ered from all parts of Rome into the 
dark catacombs to worship and to fel- 
lowship together. From the Apostles to 
the Pilgrim Fathers, and on to these 
members of my church, Christians have 
exultantly exclaimed: “I was glad 
when they said unto me, Let us go into 
the House of the Lord.” 

Having been pastor of a large city 
church for many years, I rather think I 
can answer correctly the question: 
“How far is it to church?” 


First, it is as far as my appreciation. 

“The House of the Lord” compre- 
hends the appreciation of the Psalmist. 
To him the House was not merely 
stone, wood, mortar and decorations. 
It was the presence of the Lord that he 
valued so highly. Something was there 
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which was different from anything else 
in the world. 

So it is with us today. In a great 
church edifice which is sacred to us, 
God’s people meet. They appreciate 
the fact that while the building is 
precious to them, they themselves are 
the real church. They highly esteem 
their position of being dearly loved by 
God. The Bible tells us that “Christ 
loved the church and gave Himself 
for it.” 

Christians ought to realize that the 
church is God’s first institution in the 
world. The church is the mystery of 
God revealed in us. It is God’s expres- 
sion to mankind. It is the spiritual 
feeder of all other good institutions. It 
gives conscience to the state and pro- 
duces peace and good will in the hearts 
of men. It mobilizes for the welfare 
of humanity. 

The church is the keeper of God’s 
Word, preserver of the sacraments, and 
the House of Prayer where men bow 
their heads before the Heavenly Fa- 
ther, sing glorious hymns of praise, and 
listen to the preacher expound the 
Gospel and the judgments of God. 

Perhaps if we preachers would keep 
in mind the Bible’s definition of God’s 
church, we would impress this infor- 
mation upon our people. We deal so 
much in world problems, politics, and 
economic policies, that we forget to 
propagate the divine knowledge which 
gives moral stamina to world affairs. 
We must “stick to our knitting.” There 
is no substitute for Christ’s Gospel. If 
ministers do not preach it, no one 
else will. 


How far to church? It is as far as 
my need, 

King David’s Psalms reveal him to be 
conscious of his needs. Because he 
knew that God was there, and the 
power of God to meet all of his diffi- 
culties was there, be hastened to the 
House of the Lord. It wasn’t far for 
him because he had a burden to get 
rid of. He said: “I was glad when they 
said unto me, Let us go into the House 
of the Lord.” 





This is the victory that overcometh 
our doubts. But, better still, this is the 
victory that overcometh the world, even 
our faith. I need faith in this world of 
temptation; I need faith to overcome 
doubts and evils. 

Recently a lady said to me, “I 
thought I wouldn’t come to church this 
morning. However, I came, and I’m so 
glad. In your sermon you expressed 
just the thought I needed for a problem 
which seemed to be unanswerable.” 
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The world tends to make us wistful, 
weary, colorless. We lose our dreams 
and life becomes drab. The dust of 
life’s road gets into our nostrils. We 
need newness and purifying. That is 
what God’s church has to offer. Never 
is Christ preached but that the streams 
of faith and hope and love start flow- 
ing through the heart. 

And, since life is immortal, we must 
some day stand before the judgment 
seat of God. We are sinners. We have 
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fallen short of the mark. What shall 
we doP The church of God has that 
answer too. She has a Saviour to offer 
you. She can draw your penitential eye 
to the Lamb of God, who died to justify 
you before God. You can arise from 
your knees a free man. You can lose 
the word “defeat” from your vocab- 
ulary. 

With all of these things true, a min- 
ister who has charge of the church’s 
program should so plan that program 


that every moment of the service is 
alive with Christian truth. “Christianity 
is life” should be the soul of all of our 
planning. Every moment should be 
filled with hope. Every worshiper 
should know positively that “The gates 
of hell shall not prevail against God’s 
church.” I have attended many 
churches where deadness prevailed. 
The sermon was too long, and did not 
present Christ as the answer to all 
problems. The music was poor. There 
was no spiritual instruction. One was 
more than likely to leave with a tired 
feeling, rather than being thrilled by 
the presence of God. Why do we not 
sing more? People love to sing. Why 
are most programs built for older peo- 
ple? Is there not a happy medium, so 
that youth and even children may be 
interested? This is God’s church! Let’s 
conduct it as He would direct. 

I heard of a man who, when passing 
a church, remarked: “If I were to be- 
come a member of a church, I would 
join that one. I understand that it 
neither interferes with your religion nor 
your politics.” 

I tell you the world cannot compete 
with a live church. Only the church 
has that which will grip the heart in 
love and helpfulness. Therefore we are 
foolish to be half-believing or half- 
hearted in presenting, in word, sacra- 
ments, song, or fellowship, what God 
has placed in our keeping. 


OW far to church? It is as far as 

gratitude. Gratitude caused the 
tenth leper to turn to Christ and to 
give thanks while the other nine trudged 
on. Most any Sunday the cold, for- 
mal, ungrateful Christian may find it 
too far to attend church. For the man 
who doesn’t desire to give thanks, 
church is too far when it is raining, be- 
yond endurance when it is hot, beyond 
thinking if any other activity appeals 
more to him. 

Harvey Miller used to quote the sen- 
tence: “The hog never looks up to him 
who throws down the acorns.” Then 
he would add: “A man doesn’t know 
what he is missing when he doesn’t 
stand in his pew and thank God.” But 
you see, Harvey Miller was taught the 
tremendous value of the church’s posses- 
sions. He knew that God had given 
him all that he had. He knew too that 
Christ was the “Unspeakable Gift.” 
For him it wasn’t far to church. He 
traveled much, but he would plan his 
trips so as to be present at the Thurs- 
day night prayer meeting. He taught 
me to make my church a teaching 
church, so that members would realize 
the wonderful works of God for which 
they must express gratitude, 

My church is as far as my longing for 
worship, Today, I gazed with delight 
upon a field of wheat. It will be 

(Continued on next page) 
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Gleaming white enamel hardwood 
lecturn with solid mahogany top and 
base. The eagle beautifully carved and 
symbolic of St. John, the Evangelist, 
and the book rest are also solid ma- 
hogany. Buttressed columns flanked 
by graceful fluting give this lecturn 
true Colonial tradition. 48 inches 
high; book rest 19% inches wide, 15 
inches deep. Price $295. 
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of lecturns priced $30 up. 


Send 25c and coupon below 
for 157 page, illustrated cat- 
alog. Features church furni- 
ture and furnishings in wood, 
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single cross to complete chan- 
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choir, Paraments. Scores of 
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send me your 157 page illustrated catalog of 
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threshed in a day or two. The heads 
were full and bowed down. Only the 
heads which had lost the grain were 
standing erect. The field looked to me 
like a church full of people with heads 
bowed in prayer. Christian heads 
bowed in worship are always full of 
knowledge, adoration and love. They 
know that God rules the world, that 
He is their Creator, that He has be- 
come their Father through their belief 
in His Son, and that He is concerned 
with their every moment of life. 
Therefore, they bow in reverance. 

A Christian worshiping is at his best. 
He is giving praise, adoration and 
thanksgiving to God. He is receiving 
life, courage, and assurance from God. 
He is being crowned with hope. God 
is filling his heart with the atmosphere 
of heaven. He is wreathing his soul in 
smiles. He is quickening his spiritual 
emotions. Appreciation for eternal 
things is being cultivated. Personality 
is being created, 

Dr. Jowett tells of an artist who car- 
ried an exquisite ring in his pocket so 
that frequently he could turn his eyes 
to its beauty. In worship, a man views 
Jesus Christ and is challenged to do the 
impossible. It isn’t far to church when 
a Christian wants to worship. 


HURCH is as far as my desire for 

Christian fellowship. One Sunday 
morning a young man was listening to 
services on the radio. He was of a 
family of actors, none cared for church. 
He said to himself: “It seems to me 
that I am missing something by not 
going to church.” He came the next 
Sunday. He found rich fellowship with 
Christian youth. He was challenged to 
study for the ministry. Now he is a 
successful minister in Los Angeles. 

Wilson Bittner told of the difference 
conversion to Christ meant in his life. 
He stood before the Sunday school and 
said: “When my mother died, I was 
not a Christian. On the corner, the 
fellows said: “Boots, we hear your old 
woman has died.’ Years later I gave 
my heart to Christ. Then my invalid 
father passed away. Oh, what a dif- 
ference! Cards of condolence were re- 
ceived from the church members. The 
pastor came and prayed with me and 
my family.” Wilson Bittner loved to 
attend church. It was only as far as 
warm fellowship. 

A minister ought to be sure that his 
church is friendly. If he himself is 
friendly, his church will be cordial and 
warm. No church can be like Christ 
and be cold. Stilted dignity and chilly 
formality were foreign to our Saviour. 
Through the church, God smiles upon 
the world. He bestows upon the 
church the “Our Father” spirit. She be- 
comes a good-will center. Indeed every 
worshiper should feel that a big family 
of God surrounds him. Then he will 
say: “I was glad when they said to me: 
‘Let us go into the house of the Lord.’” 


It is as far as my passion for Chris- 
tian accomplishment. God founded His 
church to save the world. He directed 
her to carry His Word to every corner 
of the earth. She must be active be- 
cause she has the only Gospel which 
will transform character, produce atti- 
tudes of concern and charity, and cre- 
ate Christian brotherhood. The church 
is like a well sunk in the middle of a 
desert of world chaos, She has the only 
peace plan for the ages. It is either 
Christ or confusion, 

God works His eternal will through 
the individual Christian. He shapes his 
character, causes him to be a good 
citizen, makes him a leaven for good in 
his community, and sends him forth 
that others may possess the riches of 
His grace. 

Shame on the Christian who sits and 
sleeps in church! I read of a man this 
week, who, for twenty years, had fallen 
asleep within the first two minutes of 
the preacher’s sermon. His sleeping 
was such common knowledge that on 
one occasion the usher seating him 
asked, “Will you have an upper or 
lower?” Another case is that of a Chris- 
tian whose little son said, “I want to be 
a church member like my father. No 
one knows whether he is a Christian or 
not.” 

Every church should be a “case” 
church. In this godless world, one 
man is confused, another is in despair, 
another sad, and another bad. Christ 
has the answer for every one of these 
cases. “Come unto me all ye that labour 
and are heavy-laden,” says our Lord. 


ws ae 
7 ve 


VW an conquered the dinosaur and 
the saber-toothed tiger and in his long 
struggle upward he has destroyed all 
his enemies except himself. With the 
help of science he has now perfected 
an unique weapon to destroy that 
last enemy. 

—“Dublin Opinion” 
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Christians! With our rich possessions 
of God’s grace, with a Christ who is 
able to do anything, we ought to be 
making our lives good-will centers, 
pooling our efforts in activities and of- 
ferings to send commissioned repre- 
sentatives where we cannot go; sound- 
ing a spiritual tone, creating a new mo- 
tive, and planting a serving attitude in 
every life we meet. Experience teaches 
that God keeps his busy Christians like 
evergreens in this world’s wintry dead- 
ness. It isn’t far to church for the Chris- 
tian who is living the Christian life. 

Our opportunities are tremendous. 
At the same time the sand is running 
out for a world which refuses Christ 
and His way of good life. 

How far is it to church? The dis- 
tance is not measured in miles for the 
Christian who always keeps heaven in 
his landscape. THE Enp 
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PRAYER 
(Continued from page 19) 


so that a great united, swelling chorus 
may impel men everywhere to bind up 
the nations’ wounds and get on with 
the great task of waging peace until it 
is won. 

During the terrible war years every 
earnest Christian met to pray with other 
Christians throughout the entire world 
for courage to hold loyally to their Lord 
and His teachings, no matter what the 
pressures to compromise with their 
cherished beliefs. One could not count 
the hours that the Christians of the 
world have spent on their knees implor- 
ing God for courage, for endurance, for 
faith, for victory, for each other. We 
have not prayed for safety and release 
so much as we have prayed for power. 

Have our prayers been answered? 
Out of Norway comes Bishop Berggrav; 
out of Germany, Niemoeller; out of 
France, Boergner; out of Japan, Ka- 
gawa; and out of Holland, Czechoslo- 
vakia, Austria, Hungary and China mil- 
lions of big and little Christians who 
have been living and praying and resist- 
ing underground, and are now causing 


- the Christian Church to burst into flame 


like a fire that has been secretly smolder- 
ing for a long time. 

The leaders of these Christian move- 
ments have been molded in the crucible 
of oppression and persecution, and is it 
not possible that they have been sharp- 
ened to this keen cutting edge by the 
prayers of their fellow Christians around 
the world? 

If we undergird the leaders of our 
nations and the leaders of the United 
Nations with the same dynamic and be- 
lieving prayer that I have been describ- 
ing, it is possible that a peace can be 
built on a foundation of moral principle 
and spiritual power against which even 
the gates of hell cannot prevail. 

If this is to be accomplished, millions 
of us must give priority to prayer, for, in 
peace as in war, this is the first duty of 
every professing Christian in the eternal 
warfare between God and evil, of which 
our present crisis is but one small en- 
gagement. 

Let us never forget that the Christian 
Church was established by men and 
women who did not fear poverty or 
pain, suffering or death. They were able 
to look beyond present defeat to ulti- 
mate victory, and the mighty promises 
in the 21st chapter of the Book of Rev- 
elation became their morning star. 

Isn’t that final glorious reward the 
thing we want most? “He that over- 
cometh shall inherit all things, and I 
will be his God and he shall be my son.” 

So whether that reward comes to us 
in this world or the next, in living or in 
dying, it will come to us, we need have 
no fear. 


Reprinted from the book “Prayer and 
You” by special permission of the pub- 
lisher, Fleming H. Revell. 
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THOSE who live derive un- 
told comfort and consolation inhon- 
oring rich memories of the departed 
with lasting symbols of faith, love 
and gratitude. For the living the 
moral and spiritual influence of an 
appropriate monument isa constant 
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inspiration through the years. 

To perpetuate treasured memor- 
ies, consider the high quality of 
Vermont Marble. Its natural crystal- 
line beauty and century-proven dur- 
ability make the simplest memorial 
a distinctive tribute. 


The Great Amphitheater in Arlington Nation- 
al Cemetery is one of the masterpieces of 
American architectural art. The huge ellip- 
tical structure and chapel are of Vermont 
Marble ...chosen because the creators of 
America’ s “tribute to her hero dead wanted 
their work to stand as long as civilization 
shall last, unharmed by weather and rav- 
ages of time. Vermont Marble is unsurpassed 
for memorial or building purposes. 
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OU don’t need a big church in a 

city or suburb, a large congrega- 
tion or faney parish house for your 
woman’s society to have a good pro- 
gram. You can find inspiration in your 
own community, your own church, re- 
gardless of the size of either one. That’s 
what the women of the First Presby- 
terian Church of Dolgeville, New York, 
did. Last year the Philathea group of 
about forty members, the largest active 
group of women in this congregation of 
250, sponsored a monthly program of 
church family night parties. The cli- 
max was the covered-dish supper and 
entertainment in May honoring three 
couples, members of the church, who 
celebrated their golden wedding anni- 
versaries. All six grew up, married and 
raised families in Dolgeville. Thus the 
occasion was a community affair. There 
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CHURCH FAMILY NIGHT 


were 125 present, including all the 
members of the three families, even to 
a babe in arms. 

White and gold was the color scheme 
of the decorations carried out by the 
committee on tables, who made every- 
thing themselves. Each table was set 
with tall yellow candles and bowls of 
spring flowers, mostly tulips, daffodils 





ILLUSTRATOR: HILMA LARSSON 


FEATURES 


and a little bridal wreath, placed on 
white tablecloths, draped with yellow 
crepe-paper streamers and bows. At 
each place there was a yellow, paper- 
bell favor tied with ribbon. The head 
table, the center of attraction at the far 
end of the Sunday-school room, was 
framed by a flat bower of leaves. The 
honored guests thus sat under a canopy 
of greens. Over their heads was sus- 
pended a golden bell with a large “50” 
marked on it. Gold-banded china was 
loaned for the occasion to make the 
setting of the head table especially at- 
tractive. In the center of this table 
stood the impressive four-tiered wed- 
ding cake made by Pearl Cool, daugh- 
ter-in-law of one of the honored 
couples. 

The celebration started as the folks 
took their places at the tables. Then as 
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the “Wedding March” was played, the 
three golden-anniversary couples, led 
by the pastor, Dr. Ernest J. Houghton, 
and his wife, marched up to the head 
table, and all stood for grace. Each of 
the honored ladies wore a corsage of 
lilies of the valley; the men wore white 
boutonnieres, Even the ten girls who 
waited table, members of the West- 
minster Youth Fellowship, wore cor- 
sages of spring flowers. 

The covered-dish supper was de- 
licious. Each woman asked, brings her 
specialty which people always look for, 
and there is always enough food to go 
around. The committee members fur- 
nish the coffee and fixings, rolls and 
butter as their material share, so that 
the cost of the dinner is nominal. To 
the head table a special gelatin salad 
was served, with the three names of 
the anniversary couples written out in 
mayonnaise, At dessert time, in tradi- 
tional style, the guests of honor all put 
their hands on the knife for the first 


cut into the wedding cake. Over the 
coffee cups, the group sang some old- 
time favorite songs. Tables were then 
cleared and the kitchen committee 
came out to enjoy the festivities, In 
this church, all the women, except 
those with young children, pitch in and 
polish off the dishes at the end of the 
evening. 

The program was opened by Dr. 
Houghton announcing the occasion for 
the celebration and reading the names 
of the honered couples and time and 
place of their weddings. The couples 
were: Mr. and Mrs. John P. Jones; 
Mr. and Mrs. Romain Cool; Mr. and 
Mrs. Henry M. Darling. The pastor 
then read the opening statement from 
the Book of Common Worship in the 
order for the solemnization of marriage 
and the vows. 

Each of the golden-wedding cele- 
brants were next invited to make some 
comment about the memorable day 
when they pledged their troth to each 


other. Of course they knew before- 
hand that they were to be called on for 
a few words. 

Their stories brought back old times. 
Em and John Jones said they had 
planned to go to Niagara Falls but a 
terrific snowstorm forced them to travel 
in the opposite direction and they 
landed in Aibany. Maud and Romain 
Cool related that they were also dis- 
comforted by snow. After reaching 
Sacketts Harbor by sleigh, they en- 
joyed a two weeks’ honeymoon; when 
it came time to leave, the snow had 
entirely melted and the ground was 
bare! They had to hire a livery wagon 
for the trip home, driving on dry 
ground under sunny skies all the way. 
Madge and Henry Darling, who were 
married in July, escaped the fury of 
winter weather but were caught in 
a severe thunderstorm while driving 
along in their open horse-drawn car- 
riage. Mr. Darling was forced to alight 

(Continued on page 46) 


The Idea Department: STYLE SHOW OF OLD CLOTHING 


TYLE shows of brand-new clothing 

are the usual thing. Your group 
can do something different and clever 
at the same time by holding a style 
show of old clothes for children— 
snowsuits, coats, hat-and-legging sets, 
dresses, skirts, blouses and underwear, 
all rescued from the rag bag of adults’ 
discards, These clothes, remade to fit 
children, can be used for home or for- 
eign-mission boxes, which need filling 
just as much this year as last. 

Announce the show several months 
in advance and give it plenty of pub- 
licity so that the sewers will have time 
to prepare their projects. ‘To add in- 
terest, take snapshots of the children 
in the outfits before the remodeling is 
done. These pictures could be en- 
larged for exhibition at the time of the 
show to demonstrate the magnitude of 
the renovation. A successful job may 
even inspire a guest to remake some- 
thing for herself. 

It’s not considered fair nor econom- 
ical to cut up clothes that might be 
worn by someone as is, or which need 
but a little mending or freshening to 
be usable. Tears, burns, irremovable 
spots, stains, or definitely worn areas, 
moth holes—these qualify the clothes 
for remaking. Naturally the usable 
part of the fabric should still have 
enough wearability to make your work 
worth while. The professional test for 
textile wearability is to poke a finger 
into the material and see if you can 
make a hole. Hold sheer, dress-weight 
and underwear fabrics up to a strong 
light. Look for breaks in the fiber as 
well as for spots worn through all over. 
Damage by perspiration or repeated 
sun fading usually makes the material 
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too tender to wear for any length of 
time. A man’s suit with worn places 
just in certain spots is a prize for mak- 
ing a coat; winter suit or snow suit for 
Junior or his sister. Any kind of ma- 
terial may be considered for use. Some- 
times a bit of one fabric may be used 
as trim for a great deal of another. If 
some members of the group have more 
than they can use, they might put the 
surplus into a “material pool” for the 
rest to draw on. 

For best results each sewer should 
consider her materials critically before 
she begins work. Remember that re- 
modeling may take more time than 


making something of new material. 
Usually the old garment must be com- 
pletely taken apart, cleaned or washed, 
and pressed flat. Then you proceed as 
with new goods, fitting, pinning and 
pressing as carefully as usual. So you 
want to be sure that the usable part 
is worth your time and the cost of new 
trimmings; that the finished garment 
will last; ‘that it will be appropriate in 
color, weight and texture for a child; 
and finally that it will look attractive. 

In preparing old material, do not 
waste time ripping open seams, The 
edge will be too worn to use again and 
will probably show the line of stitch- 


LARGE QUANTITY RECIPE FILE 
Gelden Wedding Anniversary Cake 


SE your favorite recipes for white cake and gold cake. Bake the batter 

in very large pans—a shallow roasting pan, for instance. For best re- 
sults it is wise to no more than double your recipe. Make it up several 
times if need be. If you have the equipment to prepare and bake a large 
quantity at a time, use a recipe especially proportioned for this type of 
baking. Alternate thoroughly cooled white and gold cake in tiers. Put 
white frosting on the top tier, sprinkle with silver shot and top with the 
bride and groom or a golden bell. Tint the frosting light yellow for cov- 
ering the next tier, add a little more yellow for the next one and so on. 
Be very lighthanded in coloring! For tube decoration, put a matching 
border of frosting where each tier ends, and a row around the bottom. 
Write the wedding years of the honored couples in white around the 
sides of the bottom layer. Decorate with little bells filled with silver shot. 
If you don’t want to use a tube, make the frosting as smooth as possible. 
When firm, dip a fine thin paint brush into thin colored frosting and 
paint on the decoration. Or cut half marshmallow rounds with wet scis- 
sors into fine strips for petals of daisies or chrysanthemums with a dab 
of yellow frosting on the center. Experiment on a pan with the frosting 
to get the effect desired. Scrape off the frosting and re-use. If you would 
like recipes for a white cake and a gold cake with appropriate frostings, 
to cut into 75 small pieces, check the coupon at the end of the section 


and mail as directed. 
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@ Get more full-volume operation 
when and as you need it... replace 
batteries less frequently ... with flat- 
cell “Eveready” “B” batteries. There’s 
no waste space inside...more power- 
making material! 

Ounce for ounce, the greatest ener- 
gy producers...size for size, the most 
powerful...penny for penny, the most 
economical, “Eveready” “B” batter- 
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from your hearing-aid dealer! 
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Metal extension refill pencil—oversize eraser. 
Complete Scripture ‘John 3:16" or ‘23rd 
Psalm’’ permanently inscribed thereon. Whole- 
sale prices. Sample offer—two pencils and our 
complete assortment of Scripture Texts—all 
for 25c. State which, 


GOSPEL PENCIL CO., Dept. HC 


P.O, Box 38 Gracie Station N.Y. 28, N.Y. 
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To be Set to Music 


‘SONG POEM 


Submit one or more of your best poems for free 
*% examination. Any subject, Send poem. PHONO- 


GRAPH RECORDS MADE. 
WFIVE STAR MUSIC MASTERS, 406 Beacon Bldg., Boston 8, Mass. 
Women! Earn money showing 


FREE SAMPLE STOCKING 
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Nylon Hosiery. 


Fit Service to fit every type of leg: — short, long 


extra long, slim, stout, and average, Earn money 
of your own. No experience is needed. Write fully. 
AmericanHosiery Mills, Dept. J-144 Indianapolis 7, ind. 





...ask for FREE outfit with sample 
stocking. Enjoy taking orders for YOURS-TRULY 
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ings anyway. Carefully cut the seams 
open with sharp scissors. Unless mate- 
rial can only be used on one side and is 
obviously up or down, it is wise to 
mark the lengthwise thread and the 
outside with chalk or tailor’s tacks. 
Circle with chalk, too, any places too 
worn to be used. Perhaps you will de- 
cide that the inside of the material will 
look better for the outside of the fin- 
ished garment. 

If a garment is good except for a 
bad tear, burn or spot, use patches as 
camouflage or decoration. Appliquéd 
flowers in several places look as if they 
belonged; bows or pockets often make 
the necessary cover-ups; pieces of 
crocheting added in several places hide 
the need for it in one of them. When- 
ever you use a special trimming, repeat 
it someplace else to make the design 
seem deliberate instead of necessary. 
Gipsy or hobo patches are obvious but 
gay; these are patches of the same or 
contrasting material cut in rounds, rec- 
tangles, squares or diamonds, sewn into 
place with matching or contrasting 
thread. 

In a remake when only part of the 
dress must be fixed, such as a new yoke 
or sleeves, etc., it is wise to work from a 
pattern, fitting the new piece on with a 
paper pattern while the dress is on the 
“model.” Some pattern companies of- 
fer an assortment of new tops for old 
dresses. 

When you have decided what is 
worth using and whom it will suit best, 
look through the pattern books for a 
pattern to fit your needs. Some com- 
panies feature special patterns for re- 
using old garments. In general, a pat- 
tern with a number of small pieces will 
be easier to fit to your reclaimed scraps 
than one with several large-sized pieces. 
A pattern suggesting two contrasting 
materials may give you ideas for using 
parts of several garments. A simple 
and inconspicuous closing will usually 
be more adaptable for old materials. If 
you must adjust a pattern to fit, make 
the changes on the paper to conserve 
material. 











SOLVE YOUR MONEY PROBLEMS 


Sell Friends New Christmas Card 
Assortments—Make Profits to 100% 
Quick— easy cash! Show new, novel Christmas 
and year ‘round greeting card assortments. 
32 different fast-selling boxes— Christmas 
Carol, Jewel Etchtone, Gift Wrappings, Floral 
Stationery, Bonus. Write for free samples 
Name Imprinted Christmas Cards, Personal 
Stationery and Feature Christmas, All-Occa- 
sion assortments on approval. Special offers. 
PILGRIM GREETING CARD Co. 
111 Summer St., Dept. A-1, Boston, Mass, 


FREE 
SAMPLES 


50 for $1.00 
25 for $1.00 
25 for $1.95 


Name 
imprinted 
Christmas 

Cards 





Sometimes piecing will be unavoid- 
able. Be careful that the pieces are 
joined with the grain of the fabric. 
This is one time that you should baste, 
so that the fibers won't pull unevenly 
when you machine-stitch. Try to make 
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ABC NETWORK 


COAST TO COAST + EVERY TUESDAY MORNING 
Presented by 


CLUB ALUMINUM PRODUCTS CO.—Chicago 14, li 
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the piecing seam come where it won't 
show—in facings, belts, collar linings— 
or fit it into the style lines of the pat- 
tern. Naturally you will be sure to put 
the pattern pieces on the straight of 
the goods, face all the pile or one-way 
design pieces the same way. Marking 
the center front and back with chalk or 
tacks saves time in fitting and putting 
the garment together. 

You might be able to plan some of 
the sewing of these garments as part of 
your regular meetings, and share the 
use of sewing machines as well as su- 
perfluous materials and trimmings. The 
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style show itself could be part of a 
family program, and the children could 
serve as the models. It would be fun, 
too, to have the creator of the costume 
give its history in a few brief words. 
The audience might be amused to learn 
that the pretty coat, hat-and-legging 
set on the little girl was once Grand- 
mother’s wool flannel bathrobe and a 
pair of Daddy’s blue-and-white checked 
plus-fours from way back. You might 
even have juries—one of adults and one 
of youngsters—to judge the most suc- 
cessful remodeling job. You will surely 
need two prizes, because the children’s 
choice is sure to be different from that 
of the grown-ups. 

For ideas for meeting all kinds of 
wardrobe emergencies—renewing cuffs 
on snowsuits, lengthening skirts, mak- 
ing new sleeves, inserting new waists— 
consult the pattern books at your local 
stores and the sewing pamphlets avail- 
able at needlework departments. Some 
books to ask for at your local library 
are: “Mending Made Easy,” by Mary 
Brooks Pickens (Harpers); “Sewing for 
the Baby,” by Kay Hardy (Barrow); 
“Complete Home Care of Your Fam- 
ily Wardrobe,” by Constance Talbot 
(Arco); “Standard Book of Sewing,” by 
Drucella Lowrie (Halcyon House); 
Singer Sewing Machine Company’s 
“Guide to Makeovers for the Home,” 
15c at the company’s retail stores 
throughout the country. “She Saves 
Who Sews,” 10c, Education Dept., 
Lilly Mills, Shelby, N. C. “Color in 
Fashion,” free, Rit Products, 1401 W. 
Jackson Blvd., Chicago 7, Il. 


BOOKLET AND BOOK REVIEWS 


ELPS for program planners are 

more numerous and comprehen- 
sive than the harassed chairman and 
her committee realize, as they search 
for new ideas, interesting talks, spar- 
kling entertainment, moneymaking 
schemes, bazaar themes—anything dif- 
ferent, but good. Many large commer- 
cial companies, newspapers and maga- 
zines have speaker bureaus, movies and 
other planned programs. The New 
York Telephone Company, for instance, 
offers entertaining and _ educational 
talks and movies, including a behind- 
the-scenes story of their radio program, 
“The Telephone Hour.” The House- 
hold Finance Corporation, 919 N. 
Michigan Ave., Chicago, has a leaflet, 
“Household Consumer Helps,” listing 
their booklets on money management, 
better buying, budgeting plans for 
homemakers, programs of films, ex- 
hibits and program planning for clubs 
and other groups. The Child Study 
Association of America, 221 West 57th 
St., New York 19, has a speakers bu- 
reau for lectures and discussions (fee 
by arrangement). The association pub- 
lishes inexpensive booklets and pam- 
phlets on subjects valuable for discus- 
sion and study, 
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In their booklet “Health Education 
Materials,” the National Dairy Council, 
111 N. Canal St., Chicago 6, for 25c 
offers “Fun Fair,” a booklet with party 
suggestions and menus for entertain- 
ments of all kinds. This company also 
lists a number of booklets, posters and 
teaching aids, and movies on all phases 
of nutrition, health and personality as 
related to milk products. 

The % ational Recreation Service, 315 
Fourth Ave., New York 10, has all 
kinds of booklets for programs, money- 
raising stunts, entertainments, handi- 
crafts. “Rural Recreation,” 75c, “Recre- 
ation and the Church,” 50c, are two of 
the titles. Most of the booklets are 
cheaper. 

Some books to ask for in your own 
library are: “Good Times for Rural 
Churches,” by Edward Schlingman 
(Christian Education Press, Philadel- 
phia, $1.25); “Let’s Make Plans” (a 
guide for club women), by Elizabeth 
Downs (Alfred Knopf, New York); 
“Handbook for Club Women,” by Irene 
and Winthrop Munro (Jacobs Press, 
Clinton, S. C.); “Producing Amateur 
Entertainments,” by Helen J. Ferris 
(Dutton, New York); “A Program Book 
‘or Young Women in Small Communi- 
ties,” by Elizabeth B. Henry (Woman’s 
Press, New York). Many of these books 
have lists of other books on specific 
subjects that will give you new vistas 
and ideas to make your own group 
programs more interesting and worth- 
while. 


ANSWER PLEASE! 


ERE’S a double-header question 

that you probably have asked 
yourself more than once after attend- 
ing a church social. “Why didn’t ‘they’ 
have hosts and hostesses, or greeters or 
welcomers at the door to make the 
guests feel comfortable, to introduce 
strangers who are too shy to trade 
names with their neighbors?” And go- 
ing with that one, “Why didn’t ‘they’ 
provide something for the early comers 
to do?” So many times an affair is so 
late in starting that the sparkle goes 
from the evening, and the program falls 
flat. So the question this month that 
needs your help to answer is, “How do 
you introduce members, friends and 
strangers to each other so they will feel 
at home, and how do you keep up the 
enthusiasm of the early arrivals?” Send 
your ideas this month to “Answer 
Please,” Woman’s Place Department, 
CuristiAN HERALD. The best ideas 
will be published in the January issue. 


CONVERSATION PIECE 


ARASCHINO cherries are high on 

the list of garnishes. Have you 
ever tried chopping them very fine in- 
stead of using them whole? ... Don’t 
try to economize when you make coffee 
for a church affair, Use plenty of cof- 
fee, don’t cook the flavor out of it, and 
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Mrs. Rollin Sweitzer makes 


Grape July 


that always “jells just right.” 













“| have never had a failure with my grape jelly since 
I started using CERTO,” says Mrs. Rollin Sweitzer. 
“Before that—well, you know how uncertain grapes 
are. But Certo, the famous liquid pectin, supplements 
the jell in grapes, so that you can use the grapes 
fully ripe and full-flavored and get wonderful results 
every time. 
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“Just follow your Certo recipe 
exactly —save yourself work and 
worry. None of that old-time 
business of standing over a hot 
stove watching the fruit ‘boil 
down’ to a jell! You bring juice 
and sugar to a boil, at once add 
Certo, boil hard one-half minute 
and you’re through—ready to 
pour delicious jelly. 


“More put-away glasses for your out- 
lay of time and fruit is another reward 
of this short-boil method, with Certo. 
Since you don’t waste juice by ‘boiling 
down,’ you get a CERTO BONUS 
of four more glasses from the same 
quantity of grapes. And such fresh 
flavor—delicate as the vine-ripe fruit! 


“Jelly-making from any fruit or 
bottled fruit juice is easy with 
Certo. You’re putting away paraf- 
fined glasses 15 minutes after the 
fruit is prepared and Certo helps 
all fruits jell just right. A book of 
90 recipes comes under the label 
of each Certo bottle.” 






A Product of 
General Foods 
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Already Sold Two Articles 
Halfway Through Course 


“As I enter the last half of 
my training, I know I have 
gained in knowledge and con- 
fidence far more than the 
tuition price. Two feature 
articles I submitted to the 
Boston Post have been ac- 
cepted. My suggestion to all 
would-be writers is ‘Learn to 
write the right way, through 
N.LA.’.".— Mrs. Miriam A. 
Hayes, Savannah Beach, Ga. 


Why Can't 
You Write? 


It’s much simpler 
than you think! 


S° many people with the “germ” of writing 
in them simply can’t get started. They 
suffer from inertia. Or they set up imaginary 
barriers to taking the first step. 


Many are convinced the field is confined to 
persons gifted with a genius for writing. 





Few realize that the great bulk of commer- 
cial writing is done by so-called “unknowns.” 
Not only do these thousands of men and 
women produce most of the fiction published, 
but countless articles on business, social mat- 
ters, budgets, household affairs, fashions, 
children, sports, hobbies, travel, local, club 
and church activities, etc., as well. 


Such material is in constant demand. Every 
week thousands of checks for $25, $50 and 
$100 go out to writers whose latent ability 
was perhaps no greater than yours. 


The Practical Method 


Newspaper work demonstrates that the way to learn 
to write is by writing: Newspaper copy desk editors 
waste no time on theories or ancient classics. The 
story is the thing. Every copy ‘‘cub’’ goes through the 
course of practical criticism—a training that turns out 
more successful authors than any other experience. 


That is why Newspaper Institute of America 
bases its writing instruction on the Copy Desk 
Method. It starts and keeps you writing in your 
own home, on your own time. And upon the very 
same kind of actual assignments given daily to met- 
ropolitan reporters. Thus you learn by doing, not 
by studying the individual styles of model authors. 


Each week your work is analyzed constructive 
ly by practical writers. Gradually they help to 
clarify your own distinctive style, Writing soon 
becomes easy, absorbing. Profitable, too, as you 
gain the ‘professional’? touch that gets your ma- 
terial accepted by editors. Above all, you can see 
constant progress week by week, as your faults are 
corrected and your writing ability grows. 


Have You 
Natural Ability? VETERANS:- 
Our Writing Aptitude Test This 


will reveal whether or not you 
have natural talent for writ- 
ing. It will analyze your 
powers of observation, your Approved 
imagination and dramatic in- f 
stinct. You'll enjoy taking 
this test. There is no cost or or 
‘ 
Veterans 


obligation. Simply mail the 
Training. 


Course 


coupon below, today. News- 
paper Institute of America, 
One Park Avenue, New York 
16, N.Y. (Founded 1925). 


Newspaper Institute of America | 
One Park Ave., New York 16, N. Y. | 
Pee 3 Send me, without cost or obligation, your | 
Writing Aptitude Test and further information | 

| about writing for profit, as promised in The 
| Christian Herald, September. | 
| Mr. ) | 
j Mrs. | 
Miss ) | 
| Address | 
L { 








( ) Check here if you are eligible under th 
Bill of Rights. 


(All correspondence confidential. No salesman 


will call on you.) 24-P-598 
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serve it hot. One pound to two gallons 
of water for fifty cups is a good rule. 
Let the coffee steep about ten minutes, 
then remove the bags. ... The women 
learned a good trick from the men 
when all the fathers put on the mother- 
daughter dinner. Each person was in- 
structed to use the same saucer and 
spoon and to hold the cup for three 
different foods—fruit cup, soup and 
coffee! 

















PIN-MONEY PLANS 
HERE’S a new wave of popularity 
for amateur nights and talent-scout 
shows. These entertainments are al- 
ways fun for the audience and draw a 
good crowd. And you can put them on 
with your own local talent. Just for 
fun, move your setting back fifty years 
and hold an amateur contest as it might 
have been staged in the Gay Nineties, 
with appropriate costumes, musical 
numbers and jokes. It would be a 
good moneymaker, for all ages enjoy 
the atmosphere—young adults who 
have heard about the Gay Nineties, and 
the older folks who remember them. 

We have the script for “Gaslite 
Gaieties,” an original creation for ama- 
teur talent, suitable for presentation in 
a local church with just one rehearsal 
and no special scenery. “Major Beau- 
coup” is the master of ceremonies, as- 
sisted by the policeman “Honest Hec- 
tor” and ten amateurs. One of them, 
an instrumentalist, is so terrible she is 
removed from the stage by Honest 
Hector and “shot.” There are plenty 
of places to use the names of members 
of your own group to add to the fun. 
This script is available at fifty cents a 
copy. Check the coupon at the end of 
this department and mail as directed. 


Golden Wedding Anniversary 
(Continued from page 43) 


in his best clothes in the pouring rain 
and put up the side curtains. 

Later there were songs by a church- 
member and the showing of a motion 
picture distributed by the Presbyterian 
Board of National Missions closed the 
program. 

Everyone felt that this last family 
night of the season was a great success, 
and there were even requests for a 
repetition, but that will have to wait 
for a few more years to roll by! The 
church family nights will be continued 
in the fall, starting off with a dinner 
and entertainment in September honor- 
ing the faculties of the schools in the 
town. 

Since golden-wedding anniversaries 
occur at any time of year, you could 
plan your own celebration for any 
month. It would be interesting to dis- 
play turn-of-the-century photographs, 
costumes, perhaps even pictures of the 
anniversary couples taken as bride and 
groom. It might even be -possible to 
have the couples wear their original 
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@ Have you any novel or original ideas 
for church bazaars, suppers, fund-rais- 
ing campaigns or other church func- 


tions? Your ideas will be welcomed! 
Send them to: Women’s Place Dept., 
Christian Herald, 27 East 39th. Street, 
New York 16, N. Y. 


wedding clothes, and if any of the wed- 
ding attendants are available, they 
could march in the procession to the 
head table. 

Another idea for table decorations 
might be a large cardboard wedding 
ring, covered with gold paint or gold 
paper. Small rings of brass wire or 
paper-covered hoops of various sizes 
might be hung from the ceiling, along 
with gold-painted “50” signs. 

If the couples could be persuaded to 
give a few tips to the young folks on 
making a success of marriage, it would 
mean more to the audience than read- 
ing all the books written on the subject. 
Each golden-anniversary lady could 
bring along her own covered-dish con- 
tribution, for the head table to sample, 
of her husband’s favorite dish—the one 
she had to learn to cook for him. She 
might even tell what happened the 
first time she made and served it, back 
there fifty years ago. The young mar- 
ried women of the church would also 
be interested in hearing of the difficul- 
ties of managing a home when the an- 
niversary people were newly married, 
the details of how to keep house with- 
out electricity, vacuum cleaners, wash- 
ing machines and all the other modern 
gadgets. 

A general social feature for all the 
audience to enjoy might be an old- 
fashioned sing, a spelling bee, a square 
dance with the honored couples re- 
questing their favorite numbers, or a 
movie with songs to sing along, or per- 
haps a planned entertainment such as 
the “Gaslite Gaieties” mentioned un- 
der “Pin Money Plans.” 


(Correction: An unfortunate error crept in- 
to the August large quantity recipe (“A 
Cake to Take,” p. 53). The recipe read, in 
the first paragraph: “Sift together 2% cups 
sifted flour...” It should have been: “Sift 
together 2% cups sifted cake flour . . .”) 


Woman's Place Dept. (9-48) 
Christian Herald 
27 E. 39th St., New York 16, N.Y. 


Check items desired: 


] Gaslite Gaieties—50c 


CL] Golden Wedding Anniversary Cakes 
and frostings—free 


Please send large, stamped self-ad- 
dressed envelope for prompt reply. 
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NEW CHRISTMAS CARDS 


Make BIG PROFITS on fast sales of EMBOSSED Christ~- 
mas Cards. Gorgeous folders, 50 for $1.00 WITH NAME! 
Just show FREE SAMPLES to prospects everywhere. 
They buy on sight. Sell spare or full time. Earn sensa- 
tional profits starting NOW. No experience needed. 


MORE AMAZING SELLERS 
Tete Big new line offers 31 Christmas and 


Everyday Assortments to bring you 
fava) many quick dollars. Our miracle 
with i Tolabag 







value 21-Card Christmas Assortment 

sells for only $1 — pave xen up to50c! 
Also Religious, Art Gallery, Gift 
Wrappings Assortment, Stationery, 
others. Send today for FREE Per- 
sonal Samples and ‘‘Feature’’ 
Christmas box on approval. 


al 


ARTISTIC CARD CO., INC.,375 WAY STREET, ELMIRA, N.Y. 


ADREAM OF HEAVEN 


@ REBECCA SPRINGER’S VISION OF HEAVEN 
An actual experience. Almost too sacred to reveal! Twenty 
exciting chapters. Reunion of loved ones. our home life 
in heaven, meeting those whom we may not expect to find 
etc. Most detailed description of heaven ever attempted! 
@ OVER 500,000 COPIES SOLD! 
importance to you, if you've 
asure this blessed book! An 
ave lost loved ones. ‘‘The 





‘*Intra Muros’’ is of vital 
lost a loved one. You'll tr 
ideal gift for those who 
grandest book I ever read,’’ say 
another, ‘‘It is wonderful and very unusual.’’ Order your 
copy today and see why thousands have praised this great 
book. Illustrated. Postpaid only $1.00. Edition limited 

+. order at once 

Gospel Art Shoppe, Dept. C-9, Rowan, towa 











Ny ° » 
= | - CHRISTMAS CARDS 


Mi I T cre is an ever-increasing demand for 


Christ-honoring Christmas cards. You 
can make good profits taking orders 
oo aad \ for America’s leading religious assort- 
UU tii \d ment. The **Sunshine Line"’ is famous for 
fi | ‘\\ its warm meaningtul sentiments and 
‘ choice Scripture texts. 21 DeLuxe cards 
” tor $1.00 and many other fast-selling as- 
 sortments. Write for literature on how 
to make money fast and easy with the 
**Sunshine Line."’ 

TRIUMPHANT ART PUBLISHERS, C1 

San Jose, California or Anderson, indiana 


TABLE COVERS 


The easy way to buy White Crepe Paper 
Table Covering 
Drop a post card to us and your supply is 
delivered by parcel post. Sample on request. 
40” x 100 yards postpaid $3.85 





Wisconsin Paper & Products Co., Dept. CH 


121 North Broadway Milwaukee 2, Wis. 


Sptitual Heating 
Healing belongs in the Church 


Do you read SHARING, a magazine devoted to 
spiritual healing, telling what is being done and 
what you can do to fulfill Christ’s command: 
“Heal the Sick!" Published monthly—12 pages 
$1 a yr. Send for sample copy. 

DR. JOHN GAYNER BANKS, Editor 
2243 Front St. aes. San Diego 1, Callt. 

’ y 1a'e Y 

BIG EARNINGS EASILY 

showing the amazing complete HEATHER Line of 
cards for yourself, your church or your organization. 
Box assortments, personals, wrappings, stationery. 
Special Offers. Act Now! Request Samples. Heather 
Greetings, Department H-48, Springfield, Mass. 
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able . . flowing 
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gospel appeal! 
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THAT SHOLSKI GIRL 
(Continued from page 29) 


eyes met. It was Tim who looked away 


and said huskily, “Good morning, 
Mom.” 
She started towards him, then, 


changing her mind, returned to her 
work, barely answering his greeting. 
Tim settled himself at the table. While 
he sat there, his father came into the 
room, kissed Ellen and quickly took 
his place at the table. 

“A beautiful morning;’ he called 
cheerfully. “That is, unless we get that 
storm that’s brewing out there. Now 
for a breakfast fit for a king. That’s 
right, isn’t it Tim?” 

“Yes, Dad,” the boy answered and 
sunk into gloomy silence. 

“From the sound of you, I’d think you 
were being led to your execution. Didn’t 
you sleep well last night?” 

“Pretty fair. Only I haven’t any ap- 
petite this morning.” 

“Sounds as if you're in love,” his 
father suggested. 

Ellen glanced angrily at John. “Non- 
sense,” she said shortly and sat down. 

“Well, when I courted you, my dear, 
I not only lost sleep but weight as well. 
However, you being you, after marriage 
I gained it all back.” 

He beamed across the table at the 
two of them. But they only returned his 
look with a cold, empty stare. He 
shrugged his shoulders and started eat- 
ing heartily. Then, without a word, Tim 
rose from the table and left the room. 
A few moments later the closing of the 
door announced he had left the house. 

“I guess it’s love all right,” John com- 
mented, gulping down his hot coffee. 

“I don’t see how you can joke about 
this,” Ellen replied tartly. “It’s serious. 
Deadly serious.” 

“I don’t think so. No one thought it 
was deadly when I fell in love with 
you.” 

“As I said before, this is different.” 

“Besides, how do you know if Tim is 
interested in that girl?” 

“T just know.” 

John kept silence for a moment. Then 
he said, earnestly: “Ellen, why don’t 
you pay the family a visit? You know, 
just a social call. It wouldn’t hurt.” 

“We’ve nothing in common.” 

“How do you know? You said your- 
self vou’d never met any of them. Now 
me, I know the girl is pleasant. And 
the mother might be too.” 

“Her!” Ellen exclaimed scornfully. 
“Besides, what family worth its salt 
would take up in that waste land? No, 
I won’t visit them.” 

“There are worse things than waste 
lands in the world, Ellen.” 

“What?” 

“Oh, the emotions of people, for in- 
stance. And gossip. And hating without 
reason.” 

“John, I don’t want to talk about it. 
I know what is good for Tim and I in- 


tend to see no harm comes to him.” 
“At any cost, Ellen?” 
She looked at her husband steadily 
then said in a low, calm voice: “There'll 
be no cost, John.” 


LL that morning as she worked, one 
plan after another passed through 
Ellen’s mind. Vainly she sought for an 
answer that would be both adequate 
and final. Then her face cleared and 
her mouth tightened in a_ resolute 
manner. 

She closed the door behind her and 
began the long walk across the swamp 
lands. The air was heavy with the 
approaching storm, and small dark 
clouds scurried across the sky. The 
path she followed was uneven and 
treacherous. As she hurried along, 
small pellets of rain began to drop from 
the threatening skies. 

She glanced up to see the darkening 
sky and, without warning, her foot 
caught in the root of an ancient tree. 
The unexpectedness of the incident 
caught her off her guard, and she was 
thrown face forward on the path. She 
lay there for a while, dazed and winded. 

Then she tried to struggled to her 
feet. Already her ankle had begun to 
swell and the small, sharp pains danced 
up and down her leg. 

She finally got to her feet and leaned 
against a tree. Not more than two 
hundred yards away from her stood the 
Sholski barn. It would be so easy to go 
there for help or even call out in case 
she saw someone. But she shook her 
head and turned to retrace her steps 
back home. 

The sky suddenly opened and _ re- 
leased a deluge of rain. At each step 
Ellen winced with pain. With a sob she 
caught hold of the nearest tree and 
clung to it, afraid and trembling, until 
at last the earth seemed to pull her 
down into its own dark, dank breast. 


HEN she opened her eyes she lay 

in a small, lamp-lit room. For a 
moment her tired and confused brain 
blurred the room before her, then it 
cleared. 

“How are you, Mrs. Brent?” 

She turned her head slightly. Beside 
her sat a young girl. There was a 
gentleness about her that was much 
older than her years. Her voice was 
soft and warm. 

“Where am I?” Ellen asked and 
pushed herself up on one elbow. Even 
as she did the pain shot up her side. 
She grimaced and sank back among 
the cool, white pillows. 

“I'm Wanda Sholski,” the girl replied. 
“Tommy, my little brother, found you 
by the tree. You were very wet, so I 
tucked you into my bed.” 

Slowly anger began to rise within 
Ellen. She could feel it crowd her heart 
as she lay there. 

“May I speak with your mother, 
please?” she asked brusquely. She'd 
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have no further talk with that girl. 

The gentle eyes of Wanda seemed to 
smile, perhaps a little sadly. “My 
mother is dead. She died before we 
came here. That is how we happened 
to take this old farm. You see, we need 
a lot of room for the children. I’m the 
oldest, except for father of course. If 
there is anything I can do, just tell me. 
I want to help you all I can.” 

Ellen’s eyes searched the girl’s face. 
She’s laughing at me; how she must love 
this, she thought. 

“It’s about Tim,” 

“Yes?” 

“I don’t want him coming here any 
more.” 

The girl looked surprised and then a 
little annoyed. “All right, Mrs. Brent. 
I'll tell father.” 

“What has your father to do with it?” 

“Why, he hired Tim to help out. You 
see, we can’t really afford hired help. 
Tim wanted to learn to be a farmer. 
So when he asked Dad it was like—well, 
like manna from heaven. But if you and 
Mr. Brent object—” 

“And you? What about you?” 

I don’t understand.” 

“You know he wants to marry you, 
don’t you?” 

Wanda’s eyes widened. The color 
rose and then left her face. She raised 
one hand as if to ward off a blow, then 
she slowly smiled. “Then why hasn't 
he asked me?” she asked gently. 

Ellen Brent said nothing. Her eyes 
sought the bottom of the bed upon 
which she lay. 

“You wouldn’t want your son to marry 
a girl like me, isn’t that it, Mrs. Brent? 
Well, I wouldn’t want to marry your 
son, even if he did ask me, which he 
hasn’t. But to make it clearer, I’ve three 
brothers and one sister younger than I. 
I'm all the mother they ll ever know 
from now on.” 

She paused only for a second, then 
went on. “We haven’t much, the way 
you and the others in the village figure 
things. But what we have will always 
be with us. We can always share our 
love because it isn’t a selfish one.” 

She stood up and placed her cool 
hand upon the flushed forehead of the 
woman. “Try to rest now,” she said. 
“Don’t think about anything. We've 
sent for your husband. Dad and Tim 
are in town but will be back soon. Then 
they can take you home.” 

She closed the door softly behind hei 
as she left the room. For a long while 
Ellen Brent lay there, while the peace 
and quiet of this home began to creep 
into her heart. 

A feeling of relief and comfort that 
was warming took possession of her. 
For the first time in weeks she felt like 
really sleeping. 

“Forgive me, Tim,” she murmured, 
“Forgive a foolish, blind old woman. 
I've always wanted a daughter and I’m 
going to have one, Even if I have to 
ask Wanda to marry you myself!” END 


she said finally. 
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OF THREE SPEAKERS 


Religious, educational, and wholesome 
travel or entertainment films are yours 
to enjoy—with the new, portable 
compact Victor Lite-Weight. 

Above, 9-inch speaker assembles on 
top of Lite-Weight for convenient 
single unit carrying — for large and 
small audiences. Left, 6-inch speaker 
simply plugs into front of Lite-Weight 
when operating; snaps inside case 
when carrying — for Sunday School 
classes, adult classes, and council meet- 
ings. Below, matching 12-inch speaker 
— for added volume when the entire 
congregation gathers. 

Write today for Victor's free booklet 
"Motion Pictures in the Church’. 
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Wednesday, September I 

READ PSALM 5:3 
O greater Maker of this Thy great sun, 
give me the strength this one day’s race to 
run, —JAMES WELDON JOHNSON 


BEFORE BEGINNING to play an 
overture, the musicians in an orchestra 
must tune their instruments. A wise 
traveler, before starting on an automo- 
bile trip, will consult road maps, fill his 
tank with gasoline, and check the lubri- 
cation system of his machine. An early 
morning quiet time with God gives us 
opportunity to harmonize our spirits 
with the Eternal, to orient ourselves by 
His compass, to take on spiritual fuel, 
and to discover and remedy points of 
destructive friction within us. 


We remember, Father, that our Mas- 
ter rose up very early to commune with 
Thee. Remind us to begin each day 
with prayer. Amen. 


Thursday, September 2 
READ I KINGS 18:21 

God send us power to make decision with 
muscular, clean, fierce precision. 

—ANNA WICKHAM 
A RIFLE BULLET will penetrate far 
deeper than a pellet from a shotgun 
shell, though the scattergun fires a heav- 
ier load. The difference is that all of 
the energy of the rifle cartridge is fo- 
cused on one point of impact, while the 
shotgun wastes its force trying to cover 
a large area. Some lives, like the bird- 
shot, are spread out too wide to have 
much force. The trouble is not that 
they have decided on the wrong course, 
but that they have never really decided 
on any course. Hear Elijah’s challenge: 
“How long halt ye between two opin- 
ions? If the Lord be God, follow Him.” 


Thou hast given to us the God-like 
power to choose. Give us courage to 
make the right choices. For Jesus’ sake. 
Amen. 


Friday, September 3 
READ JAMES 4:17 


The kindly word unspoken is a sin. 
—JoHN Boye O’REILLY 


LUKE'S thumbnail biography of Jesus 
does not say, “He went about not do- 
ing any harm,” but rather, “He went 
about doing good.” The Golden Rule is 
not, “Do not to another what you 


> 
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would not want him to do to you,” but 
rather, “All things whatsoever ye would 
that men should do to you, do ye even so 


to them.” Being a good soldier is not 
merely refraining from betraying one’s 
cause, but fighting valiantly in that 
cause. Christian living is not merely re- 
fraining from doing harm, but rather it 
is doing all the good we can in Christ’s 
name. 


Convict us of our sin, O God, not so 
much in the greatness of the harm we 
do, but in the littleness of the good. 
Amen, 


Saturday, September 4 
READ GENESIS 2:15 

Oh, Adam was a gardener, and God who 
made him sees that half a proper gardener’s 
work is done upon his knees. 

—RupyarD KIPLING 
MAN’S FIRST PLACE of worship was 
a garden, and his first occupation that 
of a gardener. One of the delights of 
Eden was the care and nurture of grow- 
ing plants. A frequent Old Testament 
figure for a delightful place was “like a 
garden.” Under the mounting tension 
of the events that led to the cross, Jesus 
used to go to a garden to pray. Fitting- 
ly, when He had died they took His 
poor, tired body and laid it to rest in a 
tomb in a garden. His first resurrec- 
tion appearance was to Mary Magdalene 
in that same garden. 


Father, we thank Thee for gardens— 
tiny ones in window boxes and wider 
ones. May every growing thing re- 
mind us of Thee. Amen. 


Sunday, September 5 
READ MATTHEW 5:11 


The man that makes a character makes 
foes. —EpwaArRD YOUNG 


JESUS said, “And I, if I be lifted up, 
will draw all men.” Yet He had im- 
placable enemies. He both attracted 
and repelled. Considering what He 
was—redeeming love, self-sacrifice, for- 
giveness, brotherhood—every man must 
feel the pull of what ought to be. But 
he who closes the door of his heart 
against Him is repelled. So also he 
who stands true to Christ will attract 
some choice souls to His standard, but 
others will resent and oppose him. 


Father, we have seen the folly of 





supposing that if we are good enough, 
all men will like us. Grant us so to live 
that if they speak evil against us we 
may be sure that it is false. Amen. 


Monday, September 6 

READ MATTHEW 27:5 
It is a piteous thing to be enlisted in no 
cause at all. —Sara HENDERSON Hay 


JUDAS took his own life not only be- 
cause he felt that he was unfit to live, 
but even more because he had nothing 
for which to live. Money as a god was 
disappointing. He could not give al- 
legiance to the cynical priests. And he 
had betrayed the Christ. Because there 
was a vacuum at the center of his be- 
ing, where there ought to have been a 
supreme loyalty, life became unbear- 
able. By contrast, Paul, who could say, 
“To me to live is Christ,” could cry 
while in prison on trial for his life: “Re- 
joice in the Lord always, and again I 
say, Rejoice.” 


O Thou Captain of our souls, we 
thank Thee that in Thy Kingdom on 
earth we have a cause worthy of our 
best. Help us to be loyal soldiers of 
our Christ. Amen, 


Tuesday, September 7 
READ MATTHEW 5:14 

ALL THE CONGREGATION sat in 
darkness, while one match was struck 
and a tiny candle lighted. Another 
candle, touched to the lighted one, 
sprang into flame. It in turn touched 
another, and so the light spread, driv- 
ing back the darkness until the whole 
house was lighted. So Jesus, the light 
of the world, drew a small group into 
contact with Him until they caught the 
flame. He told them, “Ye are the light 
of the world.” They touched others, 
and so the light has spread. And 
everyone who has that light must pass 
it on, 


O Thou who art the Light of our 
lives, teach us humbly to share our light 
with others, for Jesus’ sake. Amen. 


Wednesday, September 8 
READ PSALM 121:1 
THE STORY is told that years ago a 
Scotsman came to Canada, settled on 
the plains, and became owner of a 
(Continued on page 52) 
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large wheat farm. As an old man he 
used to sit on the veranda of his ranch 
house, contentedly looking toward the 
horizon. His aging eyes did not see the 
flat fields; he dreamed of the hills of 
Scotland. He carried his beloved hill 
country in his heart. So the Christian 
on the lowlands of earth carries the hill 
country of his homeland in his heart. 


Keep us ever mindful, Father, that 
our citizenship is in heaven. We ask 
it in Jesus’ name. Amen, 


Thursday, September 9 
READ MATTHEW 6:16 


And the devil did grin, for his darling sin 
is pride that apes humility. —CoLERIDGE 


“TOOTING one’s own horn” is not mod- 
ern. Jesus described philanthropists 
who had trumpeters to go before them 
to publicize their generosity—the ancient 
equivalent of “press releases.” He 
pointed out the faithful lifting their 
voices on the street corners that the 
public might know they prayed. He 
gently chided the make-up artists who 
emphasized their leanness that they 
might be known to fast. Jesus approved 
prayer, alms, and fasting, but He 
warned against the self-deception that 
mistakes the desire to be thought pious 
for genuine piety. 


O Thou who seest our innermost 
thoughts and knowest how prone we 
are to deceive ourselves, enable us to 
worship and serve Thee sincerely. Amen. 





Our Last Call! 


We did not cancel the vacations prom- 
ised the children who waited to go to 
Mont Lawn—we believed in YOU and 
trusted your contribution would be put 
in the mail today. 


And then we have plans for all the 
winter months when we will not ask you 
for money. It was worthwhile to give 
vacations to tired mothers and their 
young children last winter and we will 
do more of it next winter. We think it is 
very important work for children: 


This past Spring we had a week-end 
vacation for wives of men serving time 
in prison—these wives and their chil- 
dren had a wonderful time. Always, the 
mothers and the children are the ones 
who really pay the penalty for the 
crimes of their husbands and fathers. 
We hope to extend this important 
branch of our work for the children of 
the poor. 


As this is written, our summer guests 
are having a grand time at Mont Lawn. 
Did you get a copy of our booklet that 
shows pictures of their activities? Send 
for a copy so you may see for yourself 
what your contribution will do for the 
children of the poor. 

This work for under-privileged chil- 
dren is YOUR charity—we depend upon 
Christian Herald readers for its support. 
EVERY GIFT HELPS! 









Friday, September 10 

READ MATTHEW 9:36 
How equal in their suffering lie the groan- 
ing multitudes of earth. —WHITTIER 


A PASTOR who lives long with one 
church and enjoys the confidence of the 
people learns much about them, One 
definite conviction he reaches is that 
there are no human beings without 
problems and very few without heart- 
aches. Yet so cleverly do they hide their 
worries from each other that every per- 
son feels that he alone is burdened. If, 
as we walk down the street, we could 
only know how weak each person feels, 
how unworthy, and how many fears 
haunt him, I rather think our hearts 
would go out in sympathy to every 
person we meet. 


Father, make us conscious of the 
weakness of others, that we may be com- 
passionate; and of our own weakness, 
that we be not condescending. Amen. 


Saturday, September I! 

READ PSALM 108:4 
Is it not by His high superfluousness we 
know Our GodP —ROBINSON JEFFERS 


God is a spendthrift. When He sends 
sunshine, He not only brightens and 
warms the whole earth, but sends rays 
to the farthest star. When His gift is 
rain, the droplets may fall so gently as 
not to tear a leaf, but the total volume 


Christian Herald Children’s Home 
27 East 39th Street, New York 16 


We wish you well in your good work and, 
to help it along, send you herewith $................ 
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dwarfs man’s greatest engineering feats. 
When God paints beauty, He does it on 
a lavish scale. As in nature, so in grace; 
His is an overflowing love. His sacrifice 
for our redemption is incalculable; His 
forgiveness free and complete. How- 
ever great the blessings that we receive 
from Him, He is always trying to give us 
more. 


O Thou who givest to all liberally, 
we praise Thee for the blessings with 
which Thou hast crowned our lives. 
May we likewise give ourselves without 
stint in Thy name. Amen. 


Sunday, September 12 
READ MATTHEW 5:43 


ASKED HOW HE came to discover 
relativity, Albert Einstein is said to have 
replied: “I challenged an axiom.” That 
is what Jesus did: “Ye have heard . . ., 
But I say unto you...” “An eye for an 
eye, and a tooth for a tooth.” That was 
axiomatic, but He challenged it: “Resist 
not evil.” “Love thy neighbor and hate 
thine enemy.” Of course! But He ob- 
: “ oe. aay 

jected: “Love your enemies.” We have 
our axioms: “When in Rome, do as the 


Romans do.” “My country, right or . 


>? «<« : ”»> 
wrong.” “A man must live.” How many 
of our axioms ought to be challenged? 


Save us, O God, from the error of 
making triteness the test of truth. Amen. 


Monday, September 13 

READ JOHN 3:3 
They constantly try to escape from the 
darkness outside and within by dreaming 


of systems so perfect that no one will need 
to be good. —T. S. Euior 


IN THE MUCK and slime of a stagnant 
pond a water lily blooms in spotless 
purity. It seems more breathlessly beau- 
tiful because of the contrast with its 
environment, and at the same time the 
whole pond is transformed into a mir- 
rored setting for the one perfect flower. 
So Christian character is made evident 
by contrast with unchristian surround- 
ings, and a sordid society is changed as 
it becomes the setting for a beautiful 
life. The Hebrew children did a better 
job of godly living in the fiery furnace 
than did Adam and Eve in the Garden 
of Eden. 


Father, we pray that in our dark 
world we may find, not an excuse for 
dullness, but an occasion to shine. Amen. 


Tuesday, September 14 

READ II CORINTHIANS 5:7 
The steps of faith fall on the seeming void, 
but find the rock beneath. —WHITTIER 


BLIND SINCE BIRTH, John is so fa- 
miliar with the small town where he 
lives that he frequently goes about with- 
out a guide. It is interesting to see him 
counting his steps, making square 
turns, stopping to listen for oncoming 
cars. At a curb or rough place in the 
sidewalk he is careful, not quite sure 
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what his foot will strike. But when his 
hand can rest lightly on the arm of his 
trusted friend, he strides along so boldly 
he does not seem to be- blind. We all 
march into a future veiled by an im- 
penetrable curtain. Guided by a trusted 
Friend, we walk confidently. 

We have heard Thy voice saying, 
“Follow me,” and we have placed our 
hand in Thine. We are grateful for the 
assurance with which we can now walk. 
Amen, 


Wednesday. September 15 
READ LUKE 7:34 
He brings the strength of laughter and 
quells my fears. Despite the Cross, not all 
of life is tears. 
—JOHANNA RACHEL BRANIGAN 
THE MAN who was so welcome in the 
Bethany home, who took little children 
in His arms, and who was called by His 
critics “a gluttonous man, and a wine- 
bibber, a friend of publicans and _sin- 
ners,” must have been friendly, sociable 
and cheerful. People who would have 
been terribly uncomfortable in the pres- 
ence of priests and rabbis flocked to 
Him. No wonder He was rejected by 
those whose conception of a religious 
person was a loud-praving, long-faced, 
officious Pharisee, The warm friendli- 
ness and gentle sense of humor of Jesus 
shocked some but refreshed a great 
many more. 
Dear Master, make us more con- 
cerned for the happiness of others than 
for comformity with conventions. Amen. 


Thursday. September 16 
READ GENESIS 28:11, 12 

I asked for bread, God gave a stone in- 
stead. Yet, while I pillowed there my weary 
head, the angels made a ladder of my 
dreams. —ANON 
MOSES, the great deliverer, was not 
permitted to enter the Promised Land, 
but he was a greater man than Joshua, 
who conquered Canaan. David was not 
permitted to build the temple of which 
he dreamed, but he was a nobler spirit 
than Solomon who did build it. Jesus 
praved, “If it be possible, let this cup 
pass,” but He is Saviour because it was 
not possible. Paul prayed that his thorn 
in the flesh might be removed, but God 
said, “My grace is sufficient for thee; 
my strength is made perfect in weak- 
ness.” Some of our greatest blessings 
from prayer have come when God an- 
swered, “No.” 

O wise Father, Grant us the good 
whether we ask for it or not, and with- 
hold from us that which is evil, though 
we ask for it. Amen. 


Friday. September 17 

READ ROMANS 8:26 
IT IS SAID that Thomas a Kempis 
would sometimes spend long periods in 
prayer, speaking not at all except from 
time to time to whisper the one word, 
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only when you have seen 

this great and welcome 
a aid in winning souls. Send 
for free Sample of “Tabernacle 
Hymns Number Four”. See 
how it meets your needs. 


Practical all-purpose book of 
strong Evangelical appeal and 
deep spiritual power. Will in- 
spire flaming zeal and prayer- 
ful service. Strongly bound in 
attractive cloth, only $85.00 a 
100 not prepaid. FEATURES and 


ADVANTAGES 
@ More heart-warming, 
life-changing songs. 


@ New songs, new ar- 
rangements or re- 
vivals. 


®@ More complete Topi- 
cal Index of songs. 


@ Topic Index of Scrip- 
ture Readings. 


®@ Two binding colors. 
@ Complete orchestra- 
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C8 Our Church needs new hymnals, therefore 
please send Free Sample of new beautiful 
songbook “Tabernacle Hymns Number Four.” 
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nating book for all the family. Contemp- 
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Al ARROW Personalized WITH NAME 


“God!” Jesus pointed out the error of 
the heathen who “Think that they shall 
be heard for their much speaking.” It 
is a lesson not easily learned. A part of 
every devotional period ought to be 
given to creative silence. Our prayer 
life becomes more vital when we learn 
to heed the admonition: “Be still, and 
know that I am God.” 

Teach us, O Thou unhurried God, to 
draw strength from Thee in silent fel- 
lowship. Amen, 
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wit Sx Saturday. September 18 

READ I TIMOTHY 1:15; If PETER 38:9 
CAN GOD be righteous and yet permit 
so much wickedness in His world? Paul 
answers, “Yes; it is because He is good 
that He is so patient with men. His 
saving me shows how longsuffering He 
is.” Peter adds, “The Lord is not slack 
concerning His promise, as some men 
count slackness; but is longsuffering to 
us-ward, not willing that any should 
perish, but that all should come to re- 
pentance.” 

We thank Thee, righteous Father, 
that Thou hast been patient with sinful 
men, May Thy longsuffering not make 
us presumptuous, but lead us to repent- 
ance. Amen. 
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Sunday, September 19 
READ HEBREWS 11:10 

We travel from dawn to dusk, till the day 
is past and by, seeking the Holy City be- 
yond the rim of the sky. —JoHN MASEFIELD 
THE HOPE OF IMMORTALITY is 
more than mere dread of death. It is 
discontent with life as we have lived it 
and the world as we have seen it. It 
is faith in a God who plans something 
better than this. No one looks forward 
to another world exactly like this one, 
and we do not work to preserve the 
status quo. The Kingdom of Heaven is 
within us, moving us to strive for its 
realization here, and hope for its per- 
fection in the Beyond. 

We thank Thee, Father, that Thou 
hast placed eternity within our hearts. 
Strengthen our arms to strive for the 
Kingdom here, and brighten our hope 
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EARN BIG MONEY 


prices way below those asked in 
most stores. People are making 
plenty of extra cash in their spare 
time! So can you! 


896 Amsterdam Ave, 


for its consummation in glory. Amen. 
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Patriotism is not enough. I must have no 
hatred or bitterness toward anyone. 
—EpirH Louise CAvELL 
THESE WORDS were spoken by Nurse 
Cavell to the Reverend Mr. Gahan 
shortly before she was executed by the 
German military government for aiding 
wounded soldiers of the Allies to escape. 
Apparently she achieved the heights of 
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Dear God and Father of all the races 
and nations, forgive the petty animosi- 
ties that we glorify as patriotism. We 
pray in Jesus’ name. Amen, 


Tuesday, September 21 
READ I CORINTHIANS 10:12 

THETIS, mother of Achilles, hero of 
Homer’s “Iliad,” made her son invulner- 
able except in the heel by which she 
held him when she dipped him in the 
river Styx. In the “Odyssey” it is re- 
lated that he was fatally wounded by 
an arrow, shot by Paris, which pierced 
his one unguarded and therefore vul- 
nerable spot, his heel. The strongest of 
us must be constantly on guard to de- 
fend our weakest points. 


Cleanse Thou us from secret faults, 
O God, both those that we hide from 
others, and those that are unknown to 
our own selves. Amen. 


Wednesday, September 22 

READ DEUTERONOMY 20:19; PSALM 1:3 

Teach me, Father, how to be kind and 
patient as a tree. —Epwin MARKHAM 


ONE OF THE BUSIEST MEN in 
America recently declared, “For forty- 
seven years I have planted at least one 
tree every year.” He is still planting 
them. Though he no longer expects to 
see them grown tall, he does hope that 
someone will be blessed by their shade 
and beauty and fruit. As he goes about 
his city and sees the trees of all ages 
and sizes that he has planted, he has 
a satisfying sense of having helped God 
to make His world a little better. 


Father, we thank Thee that Thou 
dost make living things to grow. Teach 
us to sow faithfully the good and wait 
patiently for its growth. Amen. 


Thursday, September 23 
READ I CORINTHIANS 15:19 
A mountain stream that ends in mud me- 
thinks is melancholy. 
—JAMES RussELL LOWELL 


THE ONE GREAT proclamation of 
early Christian missions was that Jesus 
died and rose again the third day, and 
on this they based their certainty of the 
resurrection of the dead. The Master 
himself made His victory over death 
the decisive sign of His Messiahship. 
We may as well talk about Christianity 
without the Sermon on the Mount as 
without the hope of immortality. Our 
Saviour spoke as frequently and confi- 
dently of life beyond the grave as He did 
about the way to live in the present 
world. 

We thank Thee, God, for the blessed 


hope of immortality which alone can 
teach us mortals how to die. Amen. 


Friday, September 24 

READ MATTHEW 6:10 
PRAYING “Thy will be done” is not 
merely bowing gracefully to the inevi- 
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table. It is the great prayer that over- 
shadows all other prayers. We want the 
particular thing for which we ask, but 
far more than that we want God’s pur- 
poses for our lives and the world to be 
worked out. We pray not merely that 
He may know and do our will, but rather 
that we may know and do His will. 


Our Father who art in Heaven, hal- 
lowed be Thy name, Thy Kingdom 
come, Thy will be done on earth as it is 
in Heaven, Amen, 


Saturday, September 25 
READ LUKE 10:33 
How hard for those in limousines to heal 
the heart of man! It was a‘slow-paced ass 
that bore the Good Samaritan. 
—Epwin McNEILL PoTeat 


A PASTOR walked in a section of his 
city through which he had driven many 
times, but where he had never before 
walked. It was literally the first time he 
had ever seen the poor houses, the cloth- 
ing of the children playing in the dusty 
streets, the unsanitary conditions. He 
went home disturbed, not only because 
of what he had seen, but also because he 
had been passing without seeing. The 
Good Samaritan came _ where the 
wounded man was and saw him, and 
had compassion on him, We would be 
moved with compassion more if we saw 
more, 


God and Father of the compassionate 
Christ, forgive us for so frequently pass- 
ing by on the other side. Remind us to 
take time to see those who need us. We 
ask it in Jesus’ name. Amen. 


Sunday, September 26 
READ ROMANS 8:28 
Turn not away, and cry that all is lost; it 
is not so, the world is in His hands. 
—Rosert NATHAN 


WATCHING the workman, I almost 
thought he was confused, until I learned 
that he was not building a table, as I 
had supposed, but rather a bookshelf. 
Mistaking his purpose, I could see no 
reason for his actions. So it is difficult 
for us to see that “all things work to- 
gether for good to them that love God, to 
them who are the called according to 
His purpose,” until we discover that 
His purpose is that they may be “con- 
formed to the image of His Son.” The 
thorn, the lash, and the cross are nec- 
essary sculptor’s tools to fashion that 
image, 


O Thou Sculptor of Souls, we rejoice 
that Thou hast seen in us material that 
can be made into Christ’s image. Do to 
us whatever will make us more like Him. 


Monday, September 27 

READ ROMANS 1:16 
WE ARE TOLD that one boxcar of 
atomic fuel will produce enough energy 
to heat every building, illuminate every 
electric bulb, and operate every machine 
in the entire world for a thousand years. 
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We need but to learn to receive this 
great gift of God, and it will change our 
darkness into light and our poverty into 
plenty. A greater power, the gospel of 
Christ, is already available to transform 
our spiritual darknness into day, our 
soul-hunger into fullness. 


God of the atom, God of Christ, 
teach us to use power only to do the will 
of its Creator, In Jesus’ name we pray. 


Tuesday, September 28 
READ PHILIPPIANS 38:10 

THE WRITER to the Hebrews speaks 
of the possibility of “crucifying the Son 
of God afresh” by going back to our 
sins. The crucifixion of Jesus was not 
only an atonement made once for all: 
it was also a picture of God, who suffers 
because He loves sinful men. G. A. 
Studdert-Kennedy tells of seeing a cruci- 
fix standing in the battle-torn area of 
France with this caption: “Traveler, 
hast thou ever seen grief so great as 
mine?” Surely the loving heart of Jesus 
must bleed over the tragedy of His 
world and the indifference of those who 
bear His name. 


Dear God, who on Calvary hast 
shown us Thy heart, forgive every act 
of ours that has added to Thy burden. 
May we learn what it means to have fel- 
lowship with Thy sufferings. Amen. 


Wednesday, September 29 
READ JEREMIAH 33:3 

IF ONE OF THE ancient Greeks were 
to return to earth today, how he would 
marvel at the miracles produced by 
modern science! He would find gods 
and spirits everywhere in things we 
accept as commonplace. After all, how- 
ever, our familiarity with them does not 
make them one whit less marvelous. 
About all we know about radio or tele- 
vision or aviation or any one of a thou- 
sand inventions is how to use it. And 
that is what we know about prayer to 


God. 


O Thou who hast placed us in this 
wonderful world, keep us reverently 
conscious of Thy power behind it all. 


Thursday, September 30 
READ MATTHEW 16:25 

WHEN HE GAVE His life on the cross, 
Jesus was no mere automaton mechan- 
ically doing the pre-determined will of 
God. We cannot read the account with- 
out being impressed with the awful 
struggle through which He came to 
give up His life. It was an act of faith 
in the Father and the power of love. 
Those who follow Him today must come 
to make the same gamble that He made, 
to take up their crosses and follow Him. 


God of Daniel, of Jeremiah, and of 
Jesus, deliver us from the delusion that 
Thou hast no need of heroism today. 
Give us courage to hazard our lives for 
Jesus’ sake and His gospel. Amen. 
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The Sexton...Forgotten Man 


By LELAND E. THOMAS 


HE sexton is no servant! He is not 

“hired help” of a mediocre type. 
He is an important part of the backbone 
of any church, regardless of its size. As 
a matter of fact, he is a most vital mem- 
ber of its operating staff. Without his 
attention to the many physical factors 
which enable the church to carry on 
its broad and diversified social and re- 
ligious programs, the achievements ot 
the whole enterprise would be impaired 
despite the keen interest evinced by the 
other members. 

Now that the importance of the sex- 
ton’s work in connection with the ad- 
vancement of God’s Kingdom has been 
established, it might be helpful to con- 
sider a few matters which make his 
work difficult and not altogether pleas- 
ant. . 

In the first place, when the church 
officials appoint a committee to be 
responsible for renovating or enlarging 
the church building or buildings, sel- 
dom, if ever, is the sexton (perhaps a 
better designation would be “mainte- 
nance engineer”), made a member of 
that important committee. However, he 
is the one person responsible for taking 
care of the property. His advice, based 
on actual experience in church property 
maintenance, would be invaluable in 
connection with many of the commit- 
tee’s deliberations. For instance, he is 
familiar with linoleum and other floor 
coverings as well as heating systems, he 
knows about adequate storage facilities 
for the church equipment which he 
uses, and many more small but never- 
theless essential requirements. 

Some churches have a standing com- 
mittee that is charged by the officials 
with the’ responsibility of janitorial or 
sexton services. This committee could 
do an effective job if it took the sexton 
into its confidence by seeking his ad- 
vice on various pertinent matters, and 
also, through voluntary and _ periodic 
investigation, ascertain what equipment 
needs replacement or what new equip- 
ment might be purchased to facilitate 
his work. No person likes to continually 
ask for tools or other essentials with 
which to do his job properly. Some 
committees are prone to let such mat- 
ters “ride” until the sexton makes the 
request. The psychological effect re- 
sulting from giving unsolicited coopera- 
tion would contribute much to the sex- 
ton’s interest in his work, and would 
also make him feel that he is not merely 
an employee but rather an important 
member of the operating staff. 
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There are a great many little things 
which, individually, do not require 
much time, but which, collectively, con- 
sume so much time as to militate against 
expeditious handling of his job. Little 
acts of kindness far surpass monetary 
rewards, and therefore laymen of any 
church have it in their power to per- 
form kind acts in behalf of the sexton. 

The church and church school plant 
have to be dusted and cleaned at least 
once a week and sometimes more often, 
depending upon the frequency of their 
use. If each church school class, for 
instance, appointed a standing com- 
mittee to place the chairs and put the 
song books and other printed matter in 
their proper places at the close of each 
session, much time-consuming work 
would be removed from the sexton’s 
schedule. If the organizations using the 
church for an evening meeting or social 
gathering would help to clean up at the 
close of the program, it is obvious that 
the sexton could then devote his atten- 
tion the next day to his many other 
duties. 

The mere mentioning of two more 
relatively small things will suffice to 
indicate how laymen and sexton can 
work together. For example, they can 
help to shovel the sidewalks should a 
heavy snowstorm occur on a Saturday 
night, thus making it easier for people 
to attend the regular Sunday morning 
worship service. Another cooperative 
act would be to help take care of the 
church lawns, particularly during the 
sexton’s well-earned vacation so that 
the effectiveness of his vacation will not 
be spoiled by the sight of an uncut and 
untrimmed lawn upon his return. 

The story is told of a minister of a 
church in upper New York State who 
was provided with a suitable study but 
who spent most of his time at a small 
table in the basement between the fur- 
nace and the coal bin. There he gath- 
ered a large group of boys and girls in 
what he called a Sunday-school class, 
and if they decided to join the church, 
one requirement was that they work in 
the Christian Endeavor Society. In 
addition to attending the regular wor- 
ship services of the church and the 
meetings of the Society, it was neces- 
sary for them to help the Ladies Aid 
Society at church dinners and also the 
sexton on Saturdays. Incidentally, the 
minister usually served as the sexton. 

Each boy and girl was given a job. 
The only reward for good work was 
another job the next week, and after a 
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sufficiently long probationary period 
they were permitted to appear before a 
church meeting on a Wednesday eve- 
ning and give their reasons for desiring 
to be baptized and to join the church. 
If such cooperation were given to all 
sextons, obviously their life would be 
much and exceedingly more 
pleasant. 

The sexton is human and enjoys a 
little home life. It is only fair, that he 
be informed sufficiently in advance 
when the church building or church 
school plant is needed for an evening 
meeting, instead of notifying him of the 
meeting at the eleventh hour. While 
sociability is absolutely essential under 
Christian influence, yet it is hardly fair 
for any organization to compel the sex- 
ton, who has been “on the job” all day, 
to spend half of the night waiting for 
the members to leave so that he might 
lock the doors. His Sunday dinner and 
Sunday afternoon home life are likewise 
interfered with if lengthy committee 
meetings are held at the close of the 
morning worship service or church 
school session. 


easier 


HE church of today must provide 

social life if it hopes to compete 
with other agencies that are doing 
everything within their power to attract 
young people. Unfortunately, in some 
churches there appears to be a short- 
sighted policy in this respect on the 
part of the officials. Competitive social 
agencies lay particular emphasis on 
making their places of amusement most 
attractive by the use of brilliant and 
sometimes colorful lighting effects. The 
church must be made attractive and 
appealing, because no one, regardless 
of age, relishes the idea of spending an 
evening in an insufficiently lighted room 
or in a room improperly heated. The 
policy of being penny-wise and pound- 
foolish has no place in the present-day 
church, either in caring for the property 
or in providing wholesome environment 
for its young people. 

The time has passed when the assign- 
ment of a sexton’s responsibilities can 
be delegated to a physically unfit o 
aged man. It is hoped that this state- 
ment will not be construed as casting 
any unfavorable reflection on the older 
men who have been willing to assume 
this difficult assignment, largely out of 
love for the church rather than any 
monetary consideration. The job is a 
strenuous one, and merits the attention 
of a strong man physically, a man with 
a sense of humor, a man who is diplo- 
matic and by nature cooperative, and 
a man who deserves and by his aptitude 
for his important assignment commands 
a salary commensurate with his ability. 

It is high time that churches give a 
little more consideration to the “for- 
gotten man” (the sexton) who is car- 
rying a heavy load quietly, cheerfully, 
and manfully with the knowledge that 
he is also a worker in God’s vineyard. 
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One of the warning signs of Pin-Worms is 
a nagging rectal itch which often causes 
fidgeting and broken sleep, and may lead 
to even muvre serious distress. 

It is no longer necessary to put up with 
the trouble caused by Pin-Worms. Science 
has at last found a way to lick these stub- 
born pests easily and safely with a highly 
effective treatment based on a special, med- 
ically recognized drug. This drug is the 
vital ingredient in P-W, the Pin-Worm 
tablets developed in the laboratories of Dr. 
D. Jayne & Son. 

The small, easy-to-take P-W tablets act 
in a special way to remove Pin-Worms and 
relieve that tormenting itch. So watch out 
for the warning signs that may mean Pin- 
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suspect this ugly infection, ask your drug- 
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i away and follow the simple directions, 


| ASTHMA 


‘ror 10-DAY TRIAL OFFER! 


F IF YOU SUFFER FROM BRONCHIAL ASTHMA 
{ PAROXYSMS, from coughs, gasping. wheezing—write 
q quick for daring 10-DAY TRIAL OFFER. No matter 
{ if you consider your case hopeless. write today! 

Nacor, 933-A State-Life Bidg., Indianapolis 4, Ind. 


IMPRINTED 


eR EER 





egienan at sa as parent nae cre 


CHRISTIAN GREETING CARDS 


1 to use or sell. Bible Text cards a specialty. Boxed 
and in Bulk. For the sick, sorrowing, shut-in, birth- 
days, Christmas, etc. Write for a Catalog List. 


PEASE GREETING CARDS, Inc. 
264 Laurel St. Dept. H Buffalo 8, N. Y. 


WAS DEAF... 


NOW HEARS CLOCK TICK 
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“Before using Orotune Ear Drops, I was so deafened 
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and distinctly again, and also get relief from buzzing, 
ringing head noises. clogged up feeling in ears. if im- 
pacted wax that blocks ear canals and presses on sensi- 
tive ear drums were removed. Try Orotune Ear Drops 
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especially recommended for this purpose. SEND NO 
MONEY. Pay postman $2 for 3 months’ supply plus 
postage and C.O.D. charges. If you enclose $2 with 
order, we pay all postage. HARVIN CO., 3560 Broad- 
way, Dept. 31-P, New York 31, N. Y¥. 


NEW WRITERS NEEDED 


New writers needed to re-write ideas 
in newspapers, magazines and _ books. F R E E 
Splendid opportunity to “‘break into” pEeTAILS 
fascinating writing field. May bring : 
you up to $5.00 per hour spare time. Experience 
unnecessary. Write today for FREE details. NO 
OBLIGATION. Postcard will do. 

COMFORT WRITER’S SERVICE 
Dept. 38, 200 S. 7th St., St. Louis 2, Mo. 
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CHRISTMAS CARDS [em 


Quick cash. Sell friends wonder value 50 for 
$1.00, 25 for $1.00, 18 for $1.50, and 26 for 
$1.25, $2.00, $2.50 name imprinted Christmas 
Cards. Also 50 for $1.00 name imprinted stationery, 50 for $1.95 
flocked initial stationery and 40 for $1.00 Imprinted Remembrance 
Notes. Write for these 9 FREE self-selling sample portfolios, 43 
sensational money makers. Up to 100% profit. Bonus, Special Offers. 


RAINBOW GREETING CARD CO., 38 East Ist. St., Dept. 5-A, New York 3, N.Y. 
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THEY’RE NEIGHBORS IN SCIO 
(Continued from page 37) 


almost defunct little pottery. Fire 
swept through the plant. Since the 
building had been a distinct fire hazard, 
insurance rates had been prohibitive 
and it had not been protected. In a 
few hours’ time much of the plant was 
gutted. Apparently the work of fifteen 
hard years was destroyed. 

Lew had given away his big bonus 
checks the year before. He had planned 
to give away $320,000 at their Christ- 
mas party in ’47 and had gone to Pitts- 
burgh to arrange the details of those 
gifts. The staff phoned him to say that 
the plant was on fire, and he drove like 
mad back over the icy roads to Scio. 

Part of the building was saved but 
not enough to make operations possible. 
Lew looked over the debris. Someone 
asked, “What are you going to do?” 

Lew turned to his questioner. “We'll 
build her up again, better than before.” 
The next morning he was on the job 
with a pick and shovel and wheel- 
barrow. But with him were hundreds 
of pottery workers and townsmen. 

Lew made a short speech. “I can’t 
pay you,” he said. “We’re just about 
wiped out.” 

One of the oldtimers in the crowd 
voiced the feelings of all when he said, 
“Aw, shut up, and let’s get on with the 
job.” 

That was what they did. 

“You’d have laughed to see the Rev- 
erend Schiltz, dressed in old clothes, 
working side by side with a tavern- 
keeper,” he told me later. “The tavern- 
keeper runs a decent place, and they 
became good friends.” Herbert Schiltz’s 
Methodist Church overlooks the plant; 
the tavern is down the road. 

Everybody pitched in: bankers, res- 
taurant keepers, schoolteachers, jigger- 
men, druggists, women employees. 
Covered with smoke and grime from 
head to foot, they looked like London- 
ers emerging from a blitz. Some worked 
eight hours, others ten, others fifteen 
and sixteen. In two days the debris 
was cleared away. 

Where to get steel was a problem. 
Steel was high priority. It might be 
a year or more before they could get 
placed on a steel company’s list. The 
railroads were crying for steel; the auto 
plants needed it; the builders of the 
country were scouring the warehouses, 
looking for structural steel. The out- 
look wasn’t bright. 

Yet the clean-up had scarcely begun 
when “Tom” Millsop, dynamic _presi- 
dent of Weirton Steel, called Lew by 
phone. “I’ve just been talking to E. T. 
Weir,” he said. “All the facilities of 
Weirton and National Steel are yours. 
We're sending over a crew of engineers 
to look into your needs. You have top 
priority for anything we can furnish 
you.” ; 


Railroad executives called. “Let us 


know when you need cars. We haven’t 
any to spare, but we'll fix you up first 
of all.” 

It was not even a matter of days 
before the rebuilding began; it was 
more a matter of hours. Equipment 
manufacturers, other steel men, anyone 
who had something that Scio could use, 
put their facilities at the command of 
a man and a town whom adversity 
could not down, 

The only unhappy man I met at Scio 
was Jack Wilkinson, the sales manager. 
“I get asthma every year,” he said, “and 
you'd never guess the cause of it. The 
doctor claims that I get it from saying 
‘No.’ Back in the good old days I had 
to rustle for business. The life of the 
pottery depended upon my ability to 
sell. But for the last five years I’ve had 
to sit back in my chair here in the office 
and say ‘No!’ That’s all I say. ‘No, we 
can't send you any dishes. No! No! No!’ ” 

With a plant running to capacity he 
had faced that situation and it grieved 
him to the soul. And that was what 
the plant itself should have been fac- 
ing with respect to all the materials 
needed for rebuilding. Steel men, rail- 
road men, equipment men, all should 
have been saying, “No!” Instead, fired 
by the spirit of Scio, they all said, “Yes.” 

Now Jack is looking forward to what 
he would call normal times, when he'll 
have to beat the bushes for business, 
when the stock will pile up faster than 
orders will, when all his ingenuity and 
artistry and _ persuasiveness will be 
needed to sell a bill of goods instead of 
explaining why he can’t sell anything. 

On February 13, two months and 
two days after the fire, Scio started up 
again. Right from the word “Go” they 
began to break all production records, 
They began to produce ten percent 
more cups and saucers, soup and sauce 
dishes, plates and compotes, than they 
had ever produced before. 

“We do it,” Lew explains simply, 
“because we all work for one another, 
because we're all just neighbors in a 
little hick town, because we believe in 
one another, because we just plain like 
each other.” 

The “neighbors” up on Main Street 
all echo that sentiment, but they phrase 
it differently. They say they owe every- 
thing to Lew. “Just as plain as an old 
shoe,” they say. “Lew’s one swell guy.” 


A Simple Thing 


| would not ask Thee, Lord, for gold, 

For riches that my hands can hold, 

But | would ask Thee, Lord, for wealth 

Of heart and mind and wholesome 
health. 





Just give me, Lord, the sight to see 

The wonders that are wrought by Thee, 

Just give me, please, a simple thing, 

The joy that faith in Thee can bring. 
—Rena Nutz 
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The CONNSONATA is unlike any other organ you've ever 
heard, electric or electronic! It occupies only a few cubic 
feet of space and can be easily and quickly installed in any 
church without structural changes...and it costs only a 
fraction of the price of a pipe organ of comparable musical 
resources! Your dealer will cheerfully arrange a private 


Real Talent! 

Mrs. A.: “Josephine is progressing by 
| leaps and bounds in her piano pees 
: “< > 

Mr. A.: “I thought she couldn’t make 










all that racket with her hands alone.” Write today for illustrated, i 2 priv 
cuocrioties literature _ demonstration for your organ committee. No obligation. 
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I sadly, painfully linger, 
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f thing else : . The Connsonata is a development of the Sound and Electronic Research 
Can slice off the end of my finger? Laboratories of C.G. Conn Ltd..for over 70 years specialists in musical tone 


—McCall Spirit 











Hanging Together 

Eloise: “I saw you walking an ele-} CQYNTR AATIT TTOYNT ~~ 
phant down the street. How do you ONE MILLION oe 
manage to lead an animal like that? 

Albert: “It’s not so hard. You just tie Gospels of John 
a rope on him, find out which way he 


wants to go and hang on. 
i es —for the soldiers and 

Two little girls were playing. One : 
pretended she wanted to rent the other's students of needy China 
playhouse. 





“Have you any parents?” the play- 7 4 . . 

house owner asked. Alfred A. Kunz, Executive Director 

“Yes,” said the other girl. “Two.” of PTL, with shipment of Gospels 
bound for China 


“Oh, I'm sorry,” said the owner. “I 


never rent to children with parents. God has given the Pocket Testament League a tremendous oppor- 


Through its ministry thousands of soldiers and civilians 


They're so destructive.” tunity in China. 
are being won to Christ, and a great demand has been created for the 
ve boeade og 75,00 PTL Gowele of Jolin, plated i 
rat te ge ea ew weeks ago 75,000 more ospels of John, printed in 
A murat took out a = Stange Chinese, left America for China. With their distribution, the Pocket 
policy, and the same day his store and Testament League will have put one million of these Gospels to work for 
contents burned to the ground. The in- the Lord in that tragic land. To all whose gifts are making this achieve- 
surance company suspected fraud, but it ment possible we offer our appreciation. 
Our task is far from finished. Will you help us, by your prayers 


couldn’t prove anything, It had to con- 
tent itself with writing the following 
letter: 

“Dear Sir: You took out an insurance 
»0licy at 10 a. m., and your fire did not 
ak out until 3:30 p.m. Will you 
kindly explain the delay?” 

—McCall Spirit 


and continued support, to keep the Water of Life flowing to those in dire 
distress. 


a The DOCKET TESTAMENT LEAGUE -eounonaed 


NATIONAL HEADQUARTERS, /56 FIFTH AVENUE, NEW YORK /0,N.¥ 
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MACMILLAN 60 Fifth Avenue New York 11, New York 


BOLD GALILEAN, by _ LeGette 
Blythe (North Carolina Press, 317 pp., 
$3.50). 


HAVE just finished reading “Bold 

Galilean.” It is a grand story—a 
story in its own right, but also reverent 
and scriptural. The treatment of Jesus 
is particularly effective. Here the high 
art of progressive drama is employed 
with conviction. There is stark realism 
in the treatment of Marcus, the prin- 
cipal character, and of St. Peter, and 
the most conservative theologian will! 
have no quarrel with the way in which 


oc e fe : 

Oo K the author deals with the miracles of 
A N D Jesus. The Roman conqueror in Pales- 
, ~ tine is dramatically portrayed not only 
© |in his major role as master of a proud 
and restless people but equally as the 

overlord of puppet kings. 
NG r hone — is Jew — Jew. 
LI — Indeed, this was always his genius 
SAYS DR. DANIEL A. PO VE AID TO BIBLE READING AND STUDY with conquered peoples, but the Ro- 
MOST EFFECT! OWN '#:|man was not altogether bad. As a 
THAT | HAVE EVER KN Sie ‘ce, $2.00 ; dictator he was infinitely more decent 
: lished only in Cloth Binding. Price, 94. == | and even more generous than the Hit- 
on is publis oe j | lers and Mussolinis and there is a good 
a Illinois deal to be said for his administration 


17th Edition—1946 


i ax1V 
764 pages, 150 photos and maps, Size 4%4x612x1"/% 








































This Editi 


Order from your Bookstore, 
of government under law—law that he 
sa it Hy himself regarded and kept. But this 


e 90 

H. H. HALLEY, Box 774, Chicago 7% 
: i i : ‘ 7 novel deals in such matters without 
=a eT ——- [7] : i. dod J overloading a swiftly moving story. 


velops leprosy, disappears on the 
Jericho Road, is stripped of his wealth 
and identity but fights on through his 
darkness until “The Wonder Worker” 
heals him, is a superb story within a 
' story. The love theme is developed 
with conviction into a climax which is 
E ds told to Mretva Rorem |the very heart of Christ’s ministry. 
= | Unfortunately for Curistian HERALD 
readers there are incidents, including 
the opening vonversation and an epi- 
: @m@ | sode in King Herod’s palace, that will 
gain be found objectionable. 


by ALLEN Le 


stre atter 
ngth after he was stricken with 


months spe x F Polio, of long 
Institute P : * Warm Springs, Ga., and at Ken - THE LEGEND OF HENRY FORD, 

evangel ©, and of his entering into a life of wheel-ch om are ee ee, Se pe. 

angelism. A warm é ‘ -Chair ee | $5.00). 

$] 25 book. ? humorous, yet deeply religious 
DOCUMENTED and _ authentic 
At Yo ae gt of one of the nce acca 
UR BOOKsTOo trialists of the 20th Century. The au- 

Hugsbur YD bli } ; RE OR FROM | | thor does not spare his subject. He 
: g UOL1S ling House plunges to the depths of Henry Ford’s 
—— . Minneapolis 15, Minnesota personal and public activities. He 
a <a on }| writes about the Peace Ship, square 
dancing, anti-Semitism and all] the rest. 
Perhaps he does not plead a case, but 
he certainly piles up a vast amount of 
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evidence. He does separate myth from 
fact. Also he devotes a chapter to 
Henry II and makes numniétahibbly clear 
the break between the old order and the 
new. This is more than the life of one 
man. It is a very readable story of a 
nation standing upon moral, political 
and social foundations that still need 
men and women wise, brave and self- 
less enough to strengthen them. 


BISHOP BRENT, by Alexander C. 
Zabriskie (Westminster, 2#7 pp., $3.75). 


REEMINENTLY this great clergy- 

man and Christian statesman was a 
crusader for Christian unity. This is 
the core of the book, even as it was the 
heart of the bishop’s life and amazing 
career, He was God’s complete man 
and Christ’s universal prophet. Every- 
thing he touched was colored presently 
by his own faith—always those who 
knew him loved him and this was so 


because he was Christlike. My _per- | 


sonal associations with him were con- 
fined to France and a brief period in 
World War I. Our lives never touched 
again, but I could never escape him. 


SHANNON'S WAY, by A. J. Cronin 
(Little, Brown, 313 pp., $3.00). 


ERE is a_ sincere, distinguished | 


novel and perhaps the author's 
best. But definitely it is fine writing 
“below the belt.” Mr. Cronin has used 
his vehicle to propagandize for his faith 


and his propaganda is not subtle. 1 | 


hope that I would be equally resentful 
if a Protestant had written in the same 
manner, And, of course, there is a 
wealth of comparable material for a 
Protestant! The times in which we 
live make this sort of writing partic- 
ularly untimely. 


BOOKS IN BRIEF 


GOD HATH CHOSEN, by Forrest 
Forbes (Zondervan, 137 pp., $1.50). 
Jack Wyrtzen, whose flaming ministry 
comes alive in this book, is one of the 
human “miracle workers” of our time. 
By the test of numbers reached, his 
mass evangelism has never been sur- 
passed. His message is as simple as the 


Beatitudes and his program is made | 
dynamic by his passion for Christ. A | 
few months ago in Philadelphia, 18,- | 


000 people crowded out Convention 
Hall (for the second time in its history 
the hall was locked) and half a thou- 
sand accepted the invitation. Recently 








I heard a distinguished Christian edu- 
cator say, “I 7 cannot understand | 


it.” Well, Mooc 


y would understand; | 


Chapman and Alexander, Torrey and | 


all the rest would understand. John 
Wesley would understand perfectly 
and One born in Bethlehem of Judea 
to Mary understands. 


THE PARSON TAKES A WIFE, by | 


Maria Williams Sheerm. (Macmillan, 
$2.50). An authentic story as thrilling 
as fine fiction about the parson, his 
family, his friends and his wide minis- 
try written by the one who knows—the 
parson’s wife herself. For all who ever 
knew a parsonage or a manse, a rectory 
or a parish, here is nostalgic reading. 
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But the book’s appeal is universal. It 
mingles the human and the divine, the 
ridiculous and the sublime, the little 
and the big. The locales are in Vir- 
ginia, Texas, New York and Washing- 
ton. Here is an ecclesiastical merry- 
go-round that in some spots was surely 
written by a Mrs. Mark Twain. 


THE CHRISTIAN OUTLOOK, by 
Kenneth Scott Latourette (Harper, 229 
pp., $2.50). In the highest tradition of 
distinguished writing in the field of 
religious literature, Kenneth Scott La- 
tourette gives us what is up to now the 
best history of Christianity’s expansion. 
Only a scholar and only a Christian 
— could include so much in so 
ittle. 


YOUNG KING DAVID, by Marian 
King (Lippincott, 169 pp., $2.50). A 
glorious story, beautifully and reverent- 
ly told. The actual words of David as 
recorded in the Psalms are made the 
vehicle for many of the incidents 
which appear. Here is fiction at its 
best. Young King David has radiant 
youth and all who are and ever were 
young will follow him across these 
pages with delight. 


BEFORE ABRAHAM, by Byron C. 
Nelson (Augsburg, 119 pp., $1.50).’ 
This little volume demonstrates the 
fact that the Bible account of world 
history before the time of Abraham is 
substantiated by science. It is delight- 
ful reading. The numerous illustrations 
are of exceptional value. 


THE DIABETICS HANDBOOK, 
by Anthony Sindoni, Jr., M.D. (Ronald 
Press, 182 pp., $3). A memorable and 
authoritative volume that tells you 
how to work with your doctor. The 
dedication is significant of what ap- 
pears in the crowded pages that follow: 
“To The Diabetic Who Realizes That 
He Need Have Nothing To Fear!” 


MARTIN AND JUDY SONGS, com- 
piled by Edith Lovell Thomas (Beacon 
Press, 99 pp., $2.50). The author 
writes: “The urge to sing is as natural 
to a child as the effort to talk.” Both 
the purpose and the method of this 
volume set it apart from everything in 
its field. The publisher’s blurb says 
that and I confirm the statement. Chil- 
dren 5 to 8 are within the scope of 
these pages. Songs and other material 
have been collected with the very spe- 
cific purpose of making the child see 
for himself that life is good. The ap- 
proach is, I think, at once ethical and 
spiritual. 


THE STILWELL PAPERS, by 
Theodore H. White (William Sloane, 
357 pp., $4.00). Perhaps this book is 
the major literary fips. od of the post- 
war years. A man very brave and very 
tragic, helpless now in death, is be- 


|trayed. He wrote honestly. He was 


sincere, but he did not write for publi- 


|cation. As of my knowledge he was 
| terribly mistaken in some of his judg- 


ments on individuals and certainly he 
was not objective. It is good that some 
names have been omitted and bad that 
many others were not! 
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Did You Choose Your Father? 
(Continued from page 4) 


with a beautiful speaking voice and had 
pronounced talent as a speaker. 

One day I asked her to remain a 
moment after the class was dismissed. 
“Lillian,” I requested, “I wish that you 
would consider entering the tryouts for 
the state oratorical contest.” Her eyes 
lighted, then tears coursed down her 
cheeks. “Mr. Ross, would I dare?” she 
said. 

I assured her that, since I was an 
officer of the state forensic association, 
I was certain she could compete were 
she to win the local contest. Unfor- 
tunately, Lillian’s mother became ill 
soon after, which precluded further col- 
lege training for that year. But there 
was not in the state that year a college- 
girl orator who could even come close 
to Lillian for oratorical artistry. She 
was fine, clean, noble, cultured, intel- 
ligent. The only criticism that anyone 
could make was—her skin was black. 

“Just like a nigger”? Wrong again! 

Recently there was elected to the 
Hall of Fame, a man whom his fellow 
scientists rated one of the ten greatest 
scientists of all time. Yet he was the 
victim of blind prejudice and cruel dis- 
crimination while developing, in his 
laboratory, projects which enriched the 
South and the whole nation by hun- 
dreds of millions of dollars. According 
to the highest standards, he was a gen- 
tleman: fine, clean, noble, kindly, chari- 
table, cultured. The only basis for 
criticism was—George Washington Car- 
ver's skin was black. 

True, there are Negroes—and whites 
—whose actions disturb and nettle us. 
But is it right and fair to blame all 
of them for the ill-considered actions 
of a few? What are we to do if we 
are to solve the vexing Negro problem? 
Just this: judge each Negro as an indi- 
vidual, looking upon him as a member 
of society who has his rights, even as 
you and I. 

In the same war plant above men- 
tioned, we invited several Sea Bees to 
aid in the wind-up of the Fifth War 
Loan Drive. The Sea Bees were from 
a nearby convalescent hospital. Among 
them was a big jovial Texan with a 
delightful drawl and a most engaging 
personality. 

At noon the boys were taken to the 
company cafeteria. I was distributing 
them around with various groups. 
When I directed the Texan to his table, 
he noticed a vacant chair at a table 
where several Negroes were seated. 
“Mr. Ross, if you don’t mind, let me 
go over there with those colored boys.” 
He shook hands with each. During the 
meal there was marked good fellowship. 

After lunch, I said to the Texan, 
“That was surely a gracious gesture on 
your part to sit and eat with those col- 
ored boys, and show them such a good 
time.” 
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He gave me a rather puzzled look, 
then his face broke out with that infec- 
tious smile. “Listen, Mr. Ross, when 
you've seen what I saw out there in the 
South Pacific, you must forget all about 
color; you look at the man. I wouldn’t 
be here today if a colored boy hadn't 
put himself between me and death. 
What he and thousands of others of his 
color did when the chips were down— 
well, it made a ‘Christian’ out of me. 
From now on in my book every decent 
colored person is just as good as I am.” 

There is another group which has 
been grossly persecuted and is suffering 
from intolerant prejudices based on en- 
tirely false assumptions. 

Consider how Hitler and his hench- 
men rose to power by blaming all the 
economic and social ills of Germany 
upon an innocent people. There were 
many, far too many, American citizens 
who boasted of their sense of tolerance 
yet said, “I hate Hitler but I'm not so 
sure but he is right about the Jews.” 

When we review the pages of history 
we are forcefully reminded that every 
nation which has persecuted the Jew 
has either gone down to oblivion or 
ceased to occupy a place of leadership 
among the nations. It is not merely the 
persecution of the Jews which causes 
the destructive trouble, but “when we 
unloose the floodgates of intolerance 
there are no flood-control dams.” Once 
intolerance is turned loose, it destroys 
its immediate objective —then seeks 
others on which to vent its spleen. 

Though we were to return each of 
the colored people to the country of his 
origin, and destroy every Jew on the 
face of the earth, we would not have 
solved one single problem as long as 
there is a spirit of intolerance within 
the human heart. 

Leading ethnologists have proved the 
Biblical statement, “God hath made of 
one blood all nations.” There is no such 
thing as Negro blood, Jewish blood or 
Japanese blood. There is but one 
blood found in the veins of mankind— 
human blood. When we speak of Jew- 
ish blood we show our gross disregard 
for the facts. It would be just as cor- 
rect to speak of Catholic blood, Baptist 
blood, Iowa blood, mountain blood. It 
is all simply human blood. 

What has been stated about Jews 
and Negroes applies to all minority 
groups, whether their minority position 
is due to color of skin or of religious 
beliefs. There just is no superior race. 
Given equal opportunity, every person, 
whatever his color or race, can become 
a superior individual. 

If we as a nation, are to remain great 
and become greater, we must determine 
that we are going to cease thinking and 
acting intolerantly. We must judge 
each person by what he is as an indi- 
vidual. After all, if you occupy a fa- 
vored position in society because of the 
color of your skin, did YOU choose 
your father? THE ENpD 
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HEAR RINGS © 


Dress as you please, with ANY 
hair style; few will notice you 
wear a hearing aid. Clever £ 
new Maico Hear Rings con- 
ceal your receiver as a tiny, 
powerful hearing aid tucks 
comfortably away. Learn the 
secret today—mail this ad with 
your name and address to 
281 Maico Bldg., 
Minneapolis 1, Minn. 












Try this DAINTY ._¢o 
WAY TO REMOVE ¥ ‘3. 
UNWANTED HAIR 


Instantly—V elvety 
Smooth Lips, Cheeks and Legs! 


Before it gets embarrassing—just smooth it 
off—and it’s gone! LECHLER’S VELVA- 
TIZE is clean, quick, odorless. Nothing to 
wash off—see the hair disappear! PIN A 
DOLLAR BILL or your personal check to 
this “‘ad’’—get Lechler’s VELVATIZE by 
return mail in plain wrapper. Satisfaction’ 
guaranteed. Dept. V-48, 560 Broadway, 
New York 12, N. Y. 


HOUSE OF LECHLER 


Men, Women! Old at 40, 
50, 60! Want Pep? 


Want to Feel Years Younger? 


Do you blame exhausted, worn-out feeling on age? Thou- 
sands amazed at what a little pepping up with Ostrex has 
done. Contains tonic many need at 40, 50, 60, for body old 
just because low in iron; also supplementary doses Vita- 
min B;, calcium. New “get acquainted”’ size only 50c. 
Try Ostrex Tonic Tablets for pep, younger feeling, this 
very day. For sale at all drug stores everywhere. 
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FREESAMPLES do the selling for you! Show your friends 
and others these smart new Name-imprinted Christmas 
Cards. EMBOSSED folders at 50 for $1 WITH NAME. Sen- 
sational money-saving values! You 

make BIG PROFITS full or part time! 
No experience needed to earn, 


Big-New Line —— 


TIONAL EASY MONEY showing lovely 
Greetin Card Assortments. Superb 21- 
Card eature’’ Christmas Box sells 
at $l1—pays you up to50c! Also Religious, 
Gift yraps, 50 for $1 Stationery, ete. 
81 profit-winners to sell at 60c to $1 each. 


Get Samples Now J——/ 


ing BIG MONEY at once! Send today for ‘*Feature”’ Christ- 
mas Assortment on approval and FREE Imprint samples, 
Every day means money. Get started today! Write to 


FRIENDSHIP STUDIOS, INC. *° 22aNaaTRey 
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Film Reviews and Ratings by the 
PROTESTANT 
MOTION PICTURE 


ANY who have read Ruth Moore’s de- 

lightful novel “Spoonhandle,” upon 
hearing that it was being screened, have 
wondered whether Hollywood would botch 
this simple and dramatic story of a way- 
ward boy whose love for the sea leads him 
into trouble. 

Would the quietly homespun characters 
be glamorized out of all recognition? Would 
the flavor of the Maine seacoast and its 
inhabitants be lost in a maze of plotty 
sequences tacked on to give more “action”? 
Above all, would the appealing “Danny 
Mitchell,” the young hero of the book, sur- 
vive the transfer from the throbbing pages 
to the silver screen? 

Any reader who harbored such appre- 
hensions can now lay his fears to rest under 
a tombstone marked “Unjustified.” For in 
“Deep Waters,” 20th Century-Fox’s screen 
adaptation of the novel, the characters live 
again in all their richness, the turbulent 
power of the sea remains, and the majestic 
seacoast of Maine and the tragedy and tri- 
umph of its people emerge in a quite satis- 
fying manner. 

We could have wished that the novel’s 
title had been retained. But “Deep Wa- 
ters” is not a bad substitute. For deep 
waters are exactly what Dean Stockwell, as 
the misunderstood boy of the story, goes 
through. It is primarily young Stockwell’s 
story—and in a highly sensitive portrayal he 
walks away with the acting honors. But 
actually it is the sea which heads the cast 
of characters. Alternately angry and calm, 
lovely and devastating, the sea creates 
tragedy in the lives of the fishermen’s fam- 
ilies the while it provides them with their 
livelihood. 

For those who missed reading the book, 
the story is briefly this: Danny, an orphan 
boy with a habit of running away, is 
brought by a welfare worker to a Maine 
fishing village and placed in the household 
of a kindly but gruff woman for purposes 
of rehabilitation. Danny succumbs to the 
call of the sea when he strikes up an 
acquaintance with Hod Stillwell (Dana 
Andrews), a lobster fisherman. Hod un- 
derstands Danny because he too has a 
problem: his girl (Jean Peters) hates and 
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(Cooperating with the Protestant Film Commission) 







“eDeep Wh ters”’ 


Dana Andrews brings Dean Stockwell back to his foster mother (Ann Revere) 










after running away. Jean Peters says the boy must go back to reform school. 





fears the sea and, because she can’t face 
the fortunes of being a fisherman’s wife, 
breaks off their engagement. Since Hod’s 
girl and the welfare worker charged with 
looking after Danny are one and the same, 
you can see the complications. 

Danny resorts to his only way of getting 
away from restrictions: he decides to run 
away. To provide himself with funds to 
get to Boston, he steals a camera. Then, 
panic-stricken, he takes a boat and heads 
out to sea. There. is a storm, a rescue of 
Danny by Hod, and the boy’s return to 
reform school. Hod petitions to adopt 
Danny, with the young welfare worker 
eventually seeing the error of her ways in 
a dramatic courtroom sequence, and the 
three of them head for calmer waters to- 
gether. 

The story is clean and wholesome, the 
sepia color of the film fits the picturesque 
background, the music score is beautifully 
keyed to the picture’s varying moods, and 
there is enough humor and excitement al- 
ternating throughout to give pleasant bal- 
ance. It all adds up to some excellent 
A, 2,4 


family entertainment. 


OTHER CURRENT FILMS 


Audience Suitability Ratings: 
A—Adults; Y--Young people 12 to 18; 
C—Children under 12. 

Epiror’s Nore: Except where so stated, these re- 
views are not to be construed as endorsements, 
either of specific films or of movie-going in general. 
They are for the guidance of readers who attend 
motion pictures, not inducements to those who do 
not. The “suitability” classification, moreover, is no 
guarantee the film is flawless; it is merely a guide. 

Films starred thus * are of exceptional merit. 


* CHILDREN OF THE MOOR (Scandia 
Films, Inc.) This Swedish production, with 
English titles, features a story of great ten- 
derness about seven orphaned children 
who find a way for themselves because of 
the self-respect and reliance instilled into 
them by their courageous mother before 
she died. Naturalness, honesty and _ sin- 
cerity are uppermost, and the religion of 


the children, as an integral part of their 
daily life, is expressed with impressive sim- 
plicity. Excellent music and the Christian 
tone of the story make this good family 
entertainment. A, Y, C 


MINE OWN EXECUTIONER (20th 
Century-Fox). A slow-paced, suspenseful 
and gripping picture on a serious subject: 
the use of psychoanalysis to unravel sick- 
ness of the mind—also a case of “physician, 
heal thyself” for the psychiatrist is unable 
to cope with his own troubles (Burgess 
Meredith). The development of the plot 
depends more on dialogue and procedure 
than on action; but, because it is extremely 
well done and competenty acted, this will 
not bother the mature adult who will pause 
to think. There is altogether too much 
drinking, and one must reflect upon the 
fact that no one was really helped because 
God was left entirely out of the picture. A 


THE VICIOUS CIRCLE (United Ajrt- 
ists). Using actual 1882 court records from 
Hungary, this picture shows one example 
of vicious anti-Semitism, its start, its growth 
and how it was exposed. Well presented 
is the fierce hatred of an unscrupulous man 
for a minority group and the harm he can 
do. Some extended speeches and weari- 
some court scenes lessen the dramatic im- 
pact. A, Y 


RACE STREET (RKO). Though ethi- 
cally confused and void of moral consid- 
erations, this picture about “bookies,” their 
rivalries, rackets and criminal actions does 
succeed in being suspenseful. San Fran- 
cisco backgrounds are interesting. A 


* JOHNNY BELINDA (Warner). A pic- 
ture with a great depth of feeling and 
some social implications of major impor- 
tance. Acted with evident sincerity, this 
story unfolds the personality of a deaf-mute 
young woman (Jane Wyman), daughter of 
a stern farmer (Charles Bickford), after 
she has been taught to express herself 
through signs by a sympathetic doctor 
(Lew Ayres) and to understand others 
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through lip reading. Against a background 
of fisher and farmer folk in a Cape Breton 
village, this production is well directed, 
with good use of music, realistic settings, 
excellent photography and competent act- 
ing throughout. A 


LULU BELLE (Columbia). A dramatic 
and exasperating story centering on a gold- 
hunting woman of coarse background and 
high social aspirations (Dorothy Lamour ) 
who is utterly unscrupulous and uses her 
personal attractiveness to men to further 
her own selfish ends. The fact that she per- 
sists in loving the weak-willed hero does 
not redeem the plot any more than it wins 
the man. His final departure is the only 
revelation of character in the whole pro- 
cedure. A 


BEYOND GLORY (Paramount). Por- 
trayal of the adjustment of a young war- 
time Army officer (Alan Ladd) who has 
accepted an appointment to West Point for 
the purpose of becoming a regular Army 
officer. Emotional complications are in- 
jected through the cadet’s feeling of guilt 
for the death of a fellow officer during war 
action. Before this is satisfactorily elimi- 
nated, the audience looks upon the enforce- 
ment of the Academy’s code of honor 
“Duty, Honor, Country” through discipline 
and obedience. Filmed on the spot, the 
picture presents interesting views of life at 


_the Academy. Good music. A, Y 


e 

THE END OF THE RIVER (Prestige 
Pictures; Universal-International release). 
A highly entertaining and absorbing drama, 
this picture embraces the superstitions of 
primitive tribes of South American Indians, 
the life and customs of river folk, the in- 
trigue of political parties, the exploitation 
of the poor and the semi-pagan rituals of 
the Roman Catholic church at fiesta-time. 
While this presentation has a strong social 
message, some unmoral aspects of the story 
qualify it for mature and discriminating 
audiences only. A 


* THE STREET WITH NO NAME (20th 
Century-Fox). While this picture is as seri- 
ous and authentic as a “documentary,” it 
succeeds in being intensely entertaining 
because of sustained suspense and well- 
constructed plot. Showing the careful 
preparation the F.B.I. gives to detection of 
crime and apprehension of the guilty, it 
gives one renewed confidence in the pro- 
tection of society against organized crime. 
Well directed and with unusually effective 
photography, the picture is enhanced by 
excellent acting. A, Y 


MAN EATER OF KUMAON (Univer- 
sal-International). An American doctor 
(Wendell Corey), bored with himself, his 
life and his wife, and unequal to the de- 
mands of his profession, goes big-game 
hunting in Northern India, learns the 
meaning of sacrifice and gets a directive to 
a more useful life. Some nerve-straining 
scenes depicting tiger’s attacks may be ter- 
rifying to children. A, Y 


WALLFLOWER (Warner). Fast-moving 
family life in the “country-club set.” The 
glamorous sister and the quiet one chang- 
ing roles is not a new story—neither, un- 
fortunately, is the way through which love 
interest is achieved. Bar drinking and 
consequent conduct by adults who should 
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know better, and young people who need 
not have learned this form of artificial ex- 
hilaration, provide what passes for comedy. 

A, Y 


CANON CITY (Eagle-Lion). Showing 
definitely that the law is stronger than 
crime, this picture is based on an actual 
prison break from Canon City penitentiary 
in December 1947. Photographed in the 
prison itself, with the warden and other 
non-professionals taking part, as well as 
the Colorado country along the “Royal 
Gorge,” this has documentary quality and 
realism. A, 


CORONER CREEK (Columbia). The 
central theme of this technicolor Western 
is a desire for revenge which does not have 
to be ultimately carried out, since fate 
rather than premeditated murder disposes 
of the villain. A, Y 


A FOREIGN AFFAIR (Paramount). This 
picture, dealing with a confused Congress- 
woman sent to Berlin with an investigating 
group to survey the moral conduct of oc- 
cupation forces, will not enhance the pres- 
tige of the military and of congressional 
committees. It may be taken as satire—yet 
it might be closer to fact than to fiction. 
Expertly acted amid authentic — back- 
grounds, it shows the low moral condition 
of a people destroyed by war and bad poli- 
tics who do not have foundations of de- 
cency and high ideals for a goal. It should 
demonstrate, by contrast, the huge task of 
showing them the way out—which this does 
not attempt to do, Drinking and _ night- 
club scenes. A 


ROMANCE ON THE HIGH SEAS 
(Warner), A husband and wife, suspicious 
of each other, complicate their life with 
detective and proxy “stand-in,” respective- 
ly, while keeping an eye on each other. 
The detective falls in love with his sup- 
posed quarry, and incidents develop thick 
and fast. Technicolor, pleasing music. A 
great deal of “smart” talk and social drink- 
ing could have been omitted. A, Y 


FEUDIN’, ’FUSSIN’ AND A-FIGHT- 
IN’ (Universal-International). Neither par- 
ticularly artistic nor dramatic, this picture 
will entertain because it is unpretentious, 
contains some laugh-provoking incidents 
and is generally funny without horseplay. 
Some betting on an inter-village running 
contest is shown but not emphasized. 
Marjorie Main, Percy Kilbride and Donald 
O’Connor provide the comedy which is not 
of the “western” variety as the title might 
indicate. Aa Be 


BLAZING ACROSS THE PECOS and 
TRAIL TO LAREDO (Columbia). Both of 
these pictures tell of the exploits of the 
“Durango Kid.” The first is concerned 
with the apprehension of gold-smugglers, 
the second with exposing a villain who 
supplied the Indians with rifles and was 
the scourge of the cattle ranges of the 
pioneer West. A, Y, C 


ABBOTT AND COSTELLO MEET 
FRANKENSTEIN (Universal-Internation- 
al). If this is not taken as a satire on horror 
pictures, it will only serve as a silly night- 
mare. Any prestige Abbott and Costello 
may have will not be helped by this per- 
formance. A 


MYSTERY IN MEXICO (RKO). Jewel 
thieves and night-club villains provide 
suspense without too much violence. A, Y 


FIGHTING BACK (20th Century-Fox). 
A reformed convict who wants to keep his 
newly acquired job after returning from 
the war, preserve his self-respect and to 
make good on both, is hindered by a 
former associate for whose crime he was 
punished. An extremely well-trained dog 
is the means of convicting and exonerating 
him as well. Fairly entertaining. A, Y 


TRAIN TO ALCATRAZ (Republic), Ex- 
citing, suspenseful melodrama taking place 
on a transcontinental train carrying con- 
victs to Alcatraz prison, Escape is thwarted, 
and some policemen are killed in the line 
of duty. Less violence and brutality than 
are usually shown in this type of picture. 
Convincing. Fair acting. A, ¥ 


PREVIOUSLY REVIEWED 
(*) A previous “Picture of the Month” 
(+) Definitely not recommended 


ADULTS, YOUNG PEOPLE, CHILDREN: Be- 
yond Our Own®; Big City; Bill and Coo; The Bold 
Frontiersman; The Bishop’s Wife; California Fire- 
brand; The Emperor Waltz; Four Faces West; 
Fuller Brush Man; Fighting Father Dunne; Guns 
of Hate; Green Grass of Wyoming; Holiday Camp; 
If You Knew Susie; I Remember Mama®; That 
Hagen Girl; High Barbaree; The Inside Story; The 
Keeper of the Bees; The Lost One; Melody Time®; 
My Girl Tisa; A Miracle Can Happen; My Wild 
Irish Rose; Mr. Blanding Builds His Dream House; 
Nicholas Nickleby®; On an Island With You; The 
Prince of Thieves; The Pirate; The Romance of 
Rosy Ridge; Song of Idaho; Shaggy; The Search®; 
Sitting Pretty; Tenth Avenue Angel; Three Daring 
Daughters; This Time for Keeps; Thunderhoof; 
Under California Stars; Unconquered®; Under 
Colorado Skies; Welcome Stranger; Where There’s 
Life; Whirlwind Raiders; Winner’s Circle; Wyom- 
ing. 


ADULTS AND YOUNG PEOPLE: Arthur Takes 
Over; Anna Karenina; Albuquerque; All My Sons; 
An Ideal Husband; Alias a Gentleman; The Bad 
Sister; Berlin Express; Big Town Scandal; Black 
Bart; The Bride Goes Wild; Black Narcissus; B.F.’s 
Daughter; Brief Encounter; The Captive Heart®; 
The Cobra Strikes; Call Northside 777; The Chal- 
lenge; The Counterfeiters; Design for Death; Dear 
Ruth; Down to Earth; Dream Girl; Escape; The 
Flame; The Farmer’s Daughter; Fort Apache; Fury 
at Furnace Creek; Frieda; Gentleman’s Agree- 
ment®; Half Past Midnight; High Conquest; Home- 
coming; The Iron Curtain; It Had to be You; I, 
Jane Doe; Jassy; Let’s Live Again; The. Magic 
Bow; The Main Street Kid; The Mating of Millie; 
Magic Town; Meet Me at Dawn; Mr. Reckless; 
The Naked City; Old Los Angeles; The Pearl; Pic- 
cadilly Incident; Pacific Adventure; Pursued; The 
Pertect Marriage; The Pilgrim Lady; The Plains- 
man and the Lady; Red River; Ruthless; Return of 
the Bad Men; Scudda Hoo-Scudda Hay!; The Sen- 
ater Was Indiscreet; The Secret Heart; Secret Serv- 
ice Investigator; Singapore; So Well Remembered; 
Somewhere in the Night; State of the Union; The 
Sainted Sisters; Suddenly It’s Spring; Trapped by 
Boston Blackie; To the Ends of the Earth; They 
Passed This Way; To the Victor; The Tender 
Years®; T-Men; Woman from Tangiers; The 
Woman in White; Treasure of the Sierra Madre®; 
Up in Central Park; You Were Meant for Me. 


ADULTS ONLY: Arch of Triumph; The Big 
Clock; The Brothers; Cry Wolf; Dark Passage; 
Dear Murderer; Desert Fury; A Double Life; Duel 
in the Sunt; The Fugitive; The Gangster; The 
Ghost and Mrs. Muir; The Guilt of Janet Ames; 
Hatter’s Castle; Hazard; High Wall; The Huck- 
sters; I Walk Alone; Intrigue; Key Largo; Lady 
From Shanghai; Letter from an Unknown Woman; 
Love from a Stranger; The Lost Moment; The 
Locket; The Long Night; Man of Evil; Odd Man 
Out; Out of the Past; Panhandle; The Pretender; 
Possessed; The Sea of Grass; The Sign of the Ram; 
So Evil My Love; River Lady; Silver River; Second 
Chance; The Secret Beyond the Door; So This is 
New York; The Time of Your Life; The Twisted 
Road; The Unfaithful; The U nsuspected; The Up- 
turned Glass; The Velvet Touch; The Voice of 
the Turtle; Waterfront at Midnight; The Web; 
Wild Harvest; Winter Meeting; A Woman’s 
Vengeance. 
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FOR YOUR CHURCH 








Do your church flags need re- 
placing? Write for our free 
catalogue and factory prices 
on U. 8. and Christian flags 
for Churches, Sunday Schools, 
etc. All sizes available in 
rayon, taffeta or bunting. 
Tear out and write today for 
free catalogue and direct-fac- 
tory price list. 










_Regalia Mfg. Co., Der Mfg. Co., Dept. N, Rock Island, N, Rock Island, Hl. 


CHRIST.ILAN 


Our box of 21 DeLuxe Christmas folders have appropriate Ferip. 
ture Texts and meaningfal sentiments that express 
CHRLSTmas spirit. Add spiritual quality to the C Evocnion © tae 
son. Designs are artistically lithographed in seven beautifully 
tinted pastel colors. These Christ- honoring cards make people 
conscious that CHRISTmas is Christ's birthday. Sell readily at 
1, As Special gample Offer we will mail these 21 folders plus 
x of beautiful al cosation folders post-paid for $1. Groups 
raise funds, agents make money, selling our complete line of 20 
Assortments, Profit up to 100%. Write today! 


SHEPHERD'S TOWN CARD CO., Shepherdstown, Pa., Box 29 


Do You Crochet, 
Knit or Tat? 


@ Would you like to know 
how to sell your fancywork 
from your own home, local- 
ly or by mail? Write me to- 
ony: You will be glad you 
ESTHER DORCAS BJORNSON 


4014 Newport Chicago 41, Ill. 


Write for FREE Choir Gown Style Book 
C44, Pulpit Apparel Style Book CP94, 
Ask for Budget Payment Plan. 
Confirmation Gowns—rental or sale. 


E-R-MOORE COMPANY 


932 Dakin St. 425 Fifth A 
Chicago 13, 11, New York 16, N.Y. 





Free 
Booklet 
= Helps 
aL a 
Ty 


If you're interested 
in better hearing, you'll want this valu- 


able free booklet, ““Modern Science and 
Your Hearing.” Prepared with the help 
of scientists at Bell Telephone Labora- 
tories, it is published by Western Elec- 
tric. Already, about 100,000 copies have 
been distributed! 

It’s fully illustrated, informative yet 
easy to read and understand. It tells you 
how hearing loss occurs, what science 
can do to correct this condition. Send 
today for your copy of this comforting 
and helpful booklet, before present sup- 
ply is exhausted. 


FREE! USE THIS COUPON 





WESTERN ELECTRIC Dept. 380-CH-9 
195 Broadway, New York 7, N. Y. 


Send free wor of “Modern Science and Your 
Hearing.” Also booklet on two new all-in-one 
Western Electric Hearing Aids. 





Address 





NT eal 
Distributed in U.S.A. by Graybar Electric Co.; in Canada by 
Northern Electric Co. Ltd.; in other countries by Westrex Corp. 
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University on a Shoestring 


(Continued from page 22) 


ated the entire University like a benign 
contagion. Ask any of the students, ask 
anybody in Tampa about his unique 
hobby. Ask Lucien Martinez . 

Lucien is 19. He’s dark-haired, eager- 
eyed. He wants to become a journalist. 
His home is in Tampa, where he lives 
with his invalid, widowed mother and a 
grandmother who earns $20 a week in 
a cigar factory. There is no other in- 
come. A year ago, Lucien stated his 
predicament to President Nance. “Come 
along, Lucien,” Dr. Nance said. “We'll 
find your tuition somehow.” This fall, 
Lucien is a sophomore at Tampa U. 

Ask Rodolfo Nimo Alfonso of Havana. 
He, too, is the son of an impoverished 
widow. But his ambition is to be edu- 
cated in the States, then return to Cuba 
and teach in the public schools there. 
“Come along, Rodolfo,” Dr. Nance said. 

Then there’s Norma Piper of Chicago. 
Her father earns $55 a week. There are 
six children in the family—eight mouths 
to feed in all. Norma, who wanted to 
study business administration, stated 
her case in a letter. On his next trip to 
the Windy City, Dr. Nance looked her 
up. “Come along, Nobna.” he said after 
the interview. 

Music is the goal of Ruth Sullivan of 
Savannah. But there was not enough 
money, though both her father and 
mother work, for there’s an older brother 
in college on a partial work-scholarship 
and a younger brother in high school. 
When he heard. about Ruth, Dr. Nance 
dropped around to see Mrs. Joseph 
Mims, wife of a newspaper publisher. 

“Because of your great interest in music, 
Mrs. Mims,” he said, “I thought you 
might be willing to sponsor a promising 
music major?” 

Mrs. Mims is paying Ruth’s full tui- 
tion. 

And there’s a girl whose father hits 
the bottle regularly and zealously. The 
mother earns, at best, only $15 a week. 
“Come along,” Dr. Nance told this girl, 
who is now majoring in business admin- 
istration, 

In an unusual case a father, though 
owner of a profitable business, put down 
his foot when it came to sending his 
daughter to college. “High school’s 
enough for any girl,” he declared. “They 
only get married and have babies any- 
how.” She was told to “Come along.” 


HIS fall, 53 boys and girls are at- 
tending Tampa University solely be- 
cause Dr. Nance has that wholly unique 
hobby: “to search for young men and 
women who have the desire and the 
capacity for a college education, but 
who lack the financial resources—and 
then find men and women who consider 
it a privilege to provide scholarships 
for these promising young people.” 
These 53 boys and girls are not all 
geniuses, though’ some are talented and 


brilliant. Tampa University, like other 
schools, sets aside “regular” scholar- 
ships for the world-beaters. But when 
Ellwood Nance took over the job of 
president he determined to go further 
than that—let need and human worth 
be his personal criteria, rather than ex- 
treme brilliance. He pledged that he’d 
bust his britches before any worthy 
student was turned away solely because 
of lack of funds. So he set up his Presi- 
dent’s Scholarship Fund. He guarantees 
to raise the tuition of the students he 
accepts under that fund. All his speak- 
ing fees are turned into the fund, and 
the rest of the money he gets by just 
plain begging. 

He’s pretty good at begging. At the 
close of an address—and he delivers 
better than 150 addresses a year—he’ll 
reach in his breast pocket, pull out a 
couple of closely penciled cards. “Now, 
I want to take just a minute to tell you 
about a boy, and a girl—John Jones and 
Mary Smith,” he'll begin. 

More often than not he gets some- 
thing, sometimes a full-tuition pledge of 
$300. He hit his biggest jackpot on a 
May evening in 1946 when delegates to 
a convention of the Florida Fashion 
Mart, hardboiled dressgoods merchants 


Bridges 


A cross the river’s muddy flood 

We build our bridges plank on plank, 
Of stone and concrete, steel and wood, 
And with bold skill tie bank to bank. 





But chasms wider, torrents wilder, 
Sweep the world sans bridge or span: 
Streams of hate, distrust, disorder, 
Surge and moil, ‘twixt man and man.... 


Give us, Lord, the higher skill 

To build with faith and hope and love, 

World-wide bridges of good will 

Across which all the world can move! 
—Basil Martin 





and manufacturers, kicked in $2,700 in 
cash and checks. 

Scholarship contributions come un- 
expectedly, too, One day George Len- 
festey, a Tampa merchant, stopped Dr. 
Nance on the street. “I’ve got the tui- 
tion if you'll provide the student,” he 
said. 

“Fine!” said the president. “I'll phone 
you in a few days.” Two weeks later he 
called Lenfestey. “Here’s a girl, Helen 
Gilliam, Memphis, Tennessee. Fine girl, 
I looked her up when I was over there 
the other day. Four in the family, only 
the father employed. She wants to 
major in psychology.” 

“Okay,” said Lenfestey. 
come along.” 

That was more than a year ago. Helen 
Gilliam is now a sophomore, making 
good grades, active in all campus doings 


“Tell her to 
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—and George Lenfestey is backing her 
all the way. 

One day a little old lady dropped in 
on the president. She explained that 
she was a former parishioner, and he 
gave her a warm welcome, spent more 
than an hour talking over past years and 
showing her around the University. As 
she was leaving, she diffidently handed 
him five dollars—“just as a token.” A 
few days later, however, her nephew, 
a prominent union leader, telephoned 
and invited Dr. Nance to address his 
local. This led to many other speaking 
engagements before labor organizations 
—and more than $5000 for the univer- 
sity. : 

But Ellwood Nance is neither pro- nor 
anti-union. He takes no side in the 
labor-management struggle. Sometimes 
one may be in the right, sometimes the 
other, more often both; it makes no dif- 
ference to him except as a seeker after 
truth, justice, brotherhood. Because of 
this impartiality, he is a popular arbi- 
trator of labor-management disputes. 
Once, after more than two weeks spent 
in soothing, reasoning and maneuvering 
both sides into an amicable settlement, 
he decided that he should be paid. “I 
asked each side for a $300 scholarship,” 
he grins broadly. “Now both labor and 
management have proteges at Tampa U.” 

Including the money he’s put in him- 
self, Dr. Nance has raised better than 
$25,000 for his favorite hobby in three 
years. Obviously, not all the President’s 
scholarships are for full tuition; $25,000 
just won't stretch that far. Many 
scholarships are for only $100 or $200— 
the rock-bottom minimum the applicant 
must have. These are necessity grants, 
not plush awards. And all scholarship 
students are required to work a mini- 
mum of 10 hours a week at the Uni- 
versity—for which they are paid. Most 
work more hours than that, and many 
have part-time jobs in the city. 

So far, Dr. Nance has never had to 
turn down a needy applicant. He’s often 
said “Come along” when his fund was 
as much as $1,000 in the hole, figuring 
he’d nick the Kiwanis or Lions or Rotary 
for the deficit someday soon. But a 
snowfall of applications, now or any- 
time, would swamp him. “There’s a 
limit,” he warns gravely, “to what the 
president of a poor university can raise.” 
What he needs is more scholarships; he 
can find the students easily enough! 

There’s one scholarship story that con- 
centrates the meaning of the man and 
justifies his amazing faith and optimism. 
It’s about a scholarship he never 
awarded! 

From the Gold Coast of Africa came 
a letter from a 27-year-old Negro boy, 
who had originally intended to attend 
Cambridge University in England but 
whose plans had been blasted by the 
war and the death of his parents. The 
young man had read an article by Dr. 
Nance on “Barbarism or Brotherhood” 
in Link Magazine, a publication of the 
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Price Only 
$100.00 a 100 
Not Prepaid 


The 
SERVICE 
HYMNAL 


Gives you greater value than any 
comparable book. Has more sing- 
able hymns and songs, more selected 
Scripture Readings, more indexes. 
First classified hymnal to be fully 
orchestrated. A complete service 





9 QUALITY FEATURES 
e 510 Musical Numbers. 
© 67 Responsive Readings 
for every use. 
to your budget. © 6 Separate Indexes. 
e 117 Descant arrangements. 
e Water proof Binding. 


HOPE PUBLISHING |Reaio 


ESTABLISHED 1892 Brown or Maroon. 


only the best in song books CoM PANY © Hymnal-size pages. 


® Complete orchestration. 
5705-L8 WEST LAKE ST., CHICAGO 44, ILL. 


Used by 27 denominations. 


FREE “FINANCE PLANS” 
Provide new Hymnals with amazing ease. Send 
for free folder and see how easy you can secure 
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SCRIPTURE PRESS 
RECORD SYSTEM 


It’sNew! It providesCOMPLETE 
Sunday School records for every 
person and for every purpose! 
All the information any Sunday 
School needs, with a minimum of 
fuss and expense! 


MAIL COUPON BELOW AT ONCE! 







2) send me the FREE SAMPLE 
*** PACKET at once on the new 
SCRIPTURE PRESS RECORD SYSTEM. 


My Name Is_ 
No. and Street 
City aid 





City Zone__ State___ ian 


SCRIPTURE 





PRESS 


CHICAGO 5, ILLINOIS 





DEPT. CHR-98 434 SOUTH WABASH, 


or more, easily and 
quickly, for yourself or 
your church, showing 
beautiful Christmas 


Cards, Gift Wrappings, Stationery, etc. Costs noth- 
ing to try. Credit to clubs, Samples on approval. 
WRITEWELL CO., 12 Transit Bidg., Boston 15, Mass. 


on Be) LEG TROUBLE 


Easy to use Viscose Home Method heals 
many, old leg sores caused by leg conges+ 
tion, varicose veins, swollen legs and in- 
juries or no cost for trial if it fails to show 
results in 10 days. Describe the cause 
of your trouble and get a FREE BOOK. 


N. L. VISCOSE COMPANY 
140 N. Dearborn Street, Chicago 2, Illinois 
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fast-selling, 
SCRIPTURE TEXT CHRISTMAS CARDS, Everyday 


With our complete, 


Cards, Plaques, Calendars, Stationery, Luminous 
Items, Bibles, Books, Novelties, Gifts, etc. Good profit 
easily made. Satisfaction guaranteed. Write today for 
full information and liberal Wholesale Price list. 


Cc. W. BOYER CO., Dept. CH, Dayton 5, Ohio 








Raise Money Quickly This EASY Way! 
TTT ea MYO d HR LTT NHR CHL AD COOL 


Sell 300 Printed Name and Address 
Labels bound in Neat, Imit., Leather 
,. ¢! Thousands have found this 
quick, easy way to raise Funds. Sells 
for 60c——$1.00—Costs 30c!! Complete 
Money Raising Plan Mailed FREE!! 
No obligation! Rush Postcard Today! 


ANNUAL PRESS, Box 591-JB-1, LYNN, MASS. 





















DO RUG WEAVING AT HOME! | 


Start your own business at home weaving rugs, 
carpets, etc. Our RUG WEAVING LOOM turns out 
2-3 rugs every hour. No experience needed! 
Spare time weavers earn $1000, and more per 
year, full time operators report 3 - 4 times that 
amount, Ideal for handicapped people, Small in- 
vestment gets you started. Send your Name and 
Address TODAY for FREE Booklet ‘*WEAVING 
FOR PRO HE | 

HE HOME WEAVING COMPANY 
131 Oak St. Lake Ozark, Missouri 
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Service Men’s Christian League. Of 


course, under Florida’s segregation laws, 
this boy could not be admitted by the 
University of Tampa. But Dr. Nance 
sat down and started writing letters. 
Finally, after more than a year, one of 
his letters reached the president of a 
near-by Negro college, Florida A. and 
M. The reply was swift. Not only 
would the Negro school accept the 
young man, but it would furnish the 
scholarship. 

Some educators, wedded to formality, 
would lift their hands in horror over the 
way this man Nance disregards conven- 
tions to get things done. When he 
heard that a certain university was dis- 
continuing its crew, he got on the tele- 
phone immediately. For $500, sight 
unseen, he purchased the school’s two 
62-foot, spanish-mahogany racing shells. 
Now he needed a crew coach. There 
was no money to hire one. But Anthony 
Trubiano, an undergraduate student, 
had done some rowing at Harvard. 
“Tony, you’re crew coach,” Nance 
said. The new coach and crewmen 
built, practically for nothing, a 75-foot 
dock worth $1,500, reconditioned the 
shells, and are now building a $10,000 
boathouse from concrete floor to flag- 
pole. Twelve weeks after the second- 
hand shells arrived in Tampa, Trubi- 
ano’s neophyte crew staged its first race 
—against Rollins College, one of the best 
crews of its class in the country. Tampa 
U. lost, but only by five seconds over 
the mile; it was a psychological victory. 
Next spring, Tampa’s crew will race at 
Poughkeepsie. 

One day a bargain in baseball sweat- 
ers was offered. There was no money 
left in the student-activity budget. “Take 
the money out of special advertising,” 
Dr. Nance decided. “After all, mono- 
grammed sweaters advertise the uni- 
versity.” 

Football, baseball, basketball, track 
and fencing have all been revived since 
Dr. Nance came to Tampa. They’re all 
operating on shoestring budgets, with 
impromptu coaches and the team-mem- 
bers paying a lot of the bills. But the 


‘school is forging ahead in the world of 


college sports. 

When it comes to buying things, 
Ellwood Nance is as shrewd as a Yankee 
trader. One day a salesman came in with 
150 yards of black-and-white plastic up- 
holstery material, the tag-end of a lot 
he’d been peddling to theatres and hotels 
at $2.98 a vard. “How much?” Dr. 
Nance asked. “$1.00 a yard if you'll 
take it all,” the salesman said. “Sold,” 
said Dr. Nance. “Something or other 
always needs upholstering around here.” 

From War Assets Administration he’s 
just purchased—“at a great reduction 
in price’—a mountainous quantity of 
chairs, desks, filing cabinets, beds, tables, 
typewriters, and more than 900 other 
items. They fill half the basement. 
“We'll use them all some day,” he says. 

For free, he cajoled two new build- 


ings from the government and 13 truck- 
loads of furniture and other equipment 
from a nearby Army airfield. From city 
residents, clubs and business institutions 
he’s wangled more than 10,000 books, 
miscellaneous items galore, valuable 
chemical and biological equipment. “I 
always thought ministers were poor 
business men,” a prominent hotel owner 
exclaimed admiringly, after appraising 
the loot. “But you’ve managed to ac- 
quire $3.00 value for every dollar you’ve 
spent.” 

Like his Master before him, Ellwood 
Nance is seen in all sorts of company. 
He’s been known to consort with publi- 
cans and sinners. Once, while he was 
still a pastor, he obtained contributions 
for a new church from half the boot- 
leggers in town. “We don’t give a hoot 
for your church, but we believe in you,” 
they said. The biggest contribution of 
the campaign—$500—came from the 
town’s biggest bootlegger. 

Discrimination and bigotry are taboo 
at the University of Tampa. The dean 
of the Department of Religion is a rabbi 
—and Ellwood Nance has preached in 
Rabbi David Zielonka’s synagogue 20 
times. Adherents of every great religicn 
have expressed their concepts of their 
Maker before the student assemblies. 

Some time ago, Dr. Nance’s picture 
was taken shaking hands with a dis- 


rte is one kind of religion in 
which the more devoted a man is, the 
fewer proselytes he makes: the wor- 
ship of himself. 

—George Macdonald 


tinguished Negro educator. There was 
a barrage of disapproving telephone 
calls and letters. He repeated the per- 
formance. Then he dared another 
Nance “first” in educational progress— 
to “conceive, propose, and set up a de- 
partment of intercultural and human 
relations.” The murmurs grew. But 
there was approval too from more than 
2,000 newspapers, periodicals, and com- 
mentators here and abroad. The brazen- 
tongued Walter Winchell trumpeted 
praise, and even the — New York 
Times editorialized: “Tampa University 
takes the lead. Education will now at- 
tempt to match wits with prejudice and 
bigotry.” 

The fighting ex-chaplain was only 
getting his steam up. Six months later 
he organized his next innovation—the 
Florida League for Intercultural Educa- 
tion, with a rabbi, priest and minister as 
officers. Race, creed and color are just 
shibboleths to this crusading outfit, 
which should set the pattern for many 
other educators. 

Most encouraging of all, his enemies 
are diminishing, his friends increasing. 
Even those most opposed to progress— 
the hidebound few who believe im- 
plicitly in “white supremacy,” and the 
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ruck- at that—respect his sincerity. When he 
ment says, “There’s only one race—the human 
City race,” they may consider his ideas as 
aieeis | bizarre as the building over which he 
ks, | presides, but they also know him for a 
able good and kindly man whose parish is 
; i humanity, all of it, and whose zeal is as 
Pee unflagging as his sincerity. 
00 N iversity in America is mor 
ie | No_universit) e 
‘ i fantastically housed than Tampa U. 
cone Of hybrid architecture, predominantly 
oe Moorish, the building is a city block 
— long, crescent-shaped, oriental with its 
aay open-arched doorways and windows 
bi. and its 13 needle-tipped, bulbous min- 
‘ae arets—representing the 13 -months of NO 
hong the Mohammedan calendar—rising above WONDER 
ca the surrounding palms. It’s a dream FOLKS 
wae palace that might have been evoked by These Exquisite DOEHLA 
ou,” Aladdin s Lamp straight out of the pages Christmas Cards Sell On Sight! 
of of The Arabian Nights. ; HERE'S a friendly way to make a fine income, 
the Henry Bradley Plant, a railroad ty- A apere-toee, © full-time. nr ee or iM hn: Ate eatin’ 
coon of the last century, built his fabu- Gainer Conde, Gift Feumpinns. Stenlanar’, NAME. of 723 W ayneAve., 
boo lous Tampa Bay Hotel at the terminus ONLY $1. Many other Doehla beau eo sxespelonallp 4 tes: My 
ean of one of his rail lines. Costing more Serres tet a aeons S08 <0 woe — 
bbi than $4,000,000, the building repre- RIENCE NEEDED-—our FREE BOOK shows you to purchase $1,- 
¥ sented his grand gesture of supreme ae rt Sr ome ee eee 
20 opulence and extravagance. It was the etait dab A ehinecnnte seeniticcdar' sali chine," refrigera- 
icon most luxurious hotel in the States, per- oxes on approval. No obligation. Send coupon NOW. er, gas range, oth- 
lt haps in the world. The rooms were dec- HARRY DUSHLA CO., Dept. C25, Fitchburg, Mass." er futaishiaga” 
2 brated with furniture that had once be- aA. .  # ## °° °++* 7. 
_ longed to Mary Queen of Scots, Marie Dept. C23, Fitchburg, Mes. Name............cecoreeseseees ost ie 
Sia. Antoinette, Louis XIV, Queen Victoria. TRIAL sample ‘boxes ‘on aes ' 
Priceless Venetian mirrors and towering a pen carereom, Yeoee CC Snes - 
Chinese vases adorned the long curving OE OF Caer, WES TOT Ciny, .... 00+ (i any) + SUN wi cowenes : 
corridors. The minimum rate was $75 See SSS SSSR SS SS Se ee 
’ a day. Everybody who was anybody— 
, from Teddy Roosevelt to Winston 
: Churchill—stayed there during its Gay G E N U I N E C A T H E D R A L C H I M i 5 
) Nineties heyday. Py =e E r 
But the hotel was a financial white anplified lectronically 
elephant. It lost millions, was finally id b : ill 
vas taken over by the city of Tampa. For Pr ovide T e Fi nest Towe r C arition 
ne years it stood vacant, except for a few 
er- rooms which were used as a museum. Mans Cathedral Chimes, empll- 
ier At last it has found useful work. Today, fied to fill the air of your com- 
s— at a token rental of $1 a year, it houses munity with pure, dignified 
le- a university as splendid and unconven- tones, are an inspiration to all 
an tional as itself. who hear them. 
ut 
an N his youth, Ellwood Nance never Te 
m- dreamed of becoming a_ university poe 
n- president, or even a minister. His family ' are 
od was not so much irreligious as non- desire 
rk religious. His father—an Ashland, Ken- 
ty tucky, telephone technician—was intel- co 
it: ligent, self-educated, and a defiant man. och 
id He read Brann the Iconoclast and Bob ach ' 
Ingersoll the agnostic and he liked to give POT notes 
ly argue about politics and religion. Nei- aaa ling © a 
er ther of the parents nor the two sons Rk ¥ 
1e ever went to church. easonably priced, unsurpassed for quality of tone, easily 
a- As a boy, Ellwood sold papers, clerked installed in any building, these genuine tubular ‘chimes are 
1S in a grocery store, did odd jobs. One equally beautiful played inside only, or, with the addition of 
st summer, under the influence of “Huckle- for Maas Carillon amplification equipment, played from the tower 
t, berry Finn,” he built a fog raft and Send of church or memorial building. : 
Yy drifted on it down the Ohio River to complete We invite you to see and hear for yourself the difference 
Cincinnati. He was a great reader, and / between Maas Chimes and any other type on the market today. 
5 he liked to walk alone in the hills. We know you'll agree . . . though the cost is lower, the value is 
z, But he learned two valuable things immeasurably greater. 
_ from his father: the meaning of patriot- 
\- ism and the importance of casa a Payal LLL Ss a 
eC things out. When the United States en- i EM Bh Sat ILS Me te! Mah 
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‘UGLY FAT 


5-10 POUNDS 
often disappear 
\ FIRST 8 DAYS 
a Eating 
\ Concentrated 
Food Control 
“i Tablets 


‘LOOK PLAN 
SAFE 


Reduce without 
Hunger 


If you want to lose that 
5 to 10 pounds excess fat 
you picked up over-eat- 
ing, and lose it safely 
and easily in as little as 
8 days without taking 
drugs, laxatives, mas- 
‘ sages and without miss- 
: ing a meal, then you 
want to test the amazing 
NEW LOOK 8-DAY PLAN. It’s the greatest 
weight control idea in the last 25 years. 


MAKES BULGING INCHES SHRINK FROM 
WAIST, NECK, CHIN, ARMS, LEGS, 
HIPS, THIGHS, ANKLES . . . YET TABLETS 
AVOID TIRED, HUNGRY FEELING 


Starts you losing fat first day and, if in 8 short 
days 5 to 10 Ibs. fat hasn’t seemed to melt off 
fatty spots, you needn’t lose a penny. LOOK PLAN 
combines latest dietary discoveries that recom- 





mends many foods once entirely banned with con- 
centrated tablets that satisfy craving for food. So 
you (1) don’t need to starve, (2) gain new pep and 
energy, (3) lose pounds and inches to regain a 
Here’s what 


fashionable, 


more youthful figure. 
3 women say . 








MOTHER: Housewife Mary Barkulis of Chicago: 
“After baby came, I found myself getting ‘hippy.’ 
The Look program took off six pounds in eight days. 
It’s the easiest reducing method for a busy mother.’’ 
NURSE: Nurse Jane M. Harland of Chicago: “I find 
the Look Tablet plan the ideal reducing aid. It’s less 
drastic, requires no starvation and it’s safe because 
it contains no harmful drugs.”’ 

SECRETARY: ‘‘It's so much easier to reduce with 
the Look Tablet 8-day Plan than with weeks of 
starvation dieting. I'll take Look Tablets every time.’’ 
Mrs. Ruth Storch, Secretary, of Chicago, Il. 


8 DAYS’ TRIAL OFTEN ENOUGH 


Last call for trying the New LOOK 8-Day Tablets on 
this amazing home-trial offer. Get LOOK TABLETS 
with complete plan. If in 8 days you haven't 
dropped from 5 to 10 pounds, if you haven't lost 
that bloated, too-fat feeling, if you don’t feel better 
and look better, return package for full refund, It is 
not, of course, mecessary to stop after 8 days. 

SEND NO MONEY! Just name and address. Postman 
will deliver C.O.D. $3.00 plus postage. (Or send 
$3.00 with order and we pay postage). Write today. 


SUCCESS PLAN COMPANY, Dept. 101L 
1814 E. 40th St. Cleveland 3, Ohio 


MORE MONEY FOR YOU-—FAST! 


SELL CHRISTMAS CARDS—Easy Profits to 100%. Fast sales to 
friends, others. Show superior value Christmas, Everyday, Re- 
ligious, Economy assortments, 
Stationery. Experience unneces- 
sary. Request 1948's newest Super 
DeLuxe 2l-card $1.00 Christmas 
Assortment and money making Samples 
Name Imprinted Christmas Card on 
Ensembtes samplesonapproval, Snecial offers. 


HOLIDAY CARD CO. ,463 Congress St. ,Dept.MD, Portiand,Me. 
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tered World War I in 1916, he ran away 
from home, ate three pounds of steak 
and a slew of potatoes to gain deceptive 
weight, told a lie “two years long” about 
his age, and joined the Army. He was 
the youngest soldier in his company. 

Overseas, his long legs earned him 
the job of company messenger. Caught 
in the open between battalion and com- 
pany headquarters by a sudden German 
artillery barrage, he hit the nearest 
ditch, was buried by a shell-burst. His 
buddies dug him out, and he took his 
first trip to the hospital. 

While in the hospital for 17 days, a 
YMCA chaplain suggested that he read 
Harry Emerson Fosdick’s then-famous 
little book, “The Meaning of Faith.” 
He told the chaplain to go to the devil, 
book and all, but later he thought this 
was pretty rude treatment. He apolo- 
gized to the chaplain and read the book. 

By the time the war ended, he'd 
served in five major battles, been wound- 
ed and hospitalized several times, and 
earned a handful of medals, including 
the Purple Heart. 

Back home in Ashland he was disil- 
lusioned, bewildered and cynical, like 
so many others. He spent his time hang- 
ing around the American Legion Hall 
playing cards and talking big. One 
Saturday evening a friend suggested, 
“How about going to Delaware Scott’s 
men’s Bible class tomorrow morning?” 
Ellwood agreed; there was nothing to 
lose. 

Delaware Scott was pastor of the 
First Christian Church. He had been a 
lawyer, but had left the bar for the 
pulpit. All his talks were constructed 
with inexorable logic. He was tall, 
sparse, burning with energy, and he 
looked, says Nance, “like a prophet 
straight out of the Old Testament.” 

Ellwood was tremendously impressed. 
Directly Bible class was over, he cor- 
nered the old man. “I’ve de cide d to go 
into the ministry,” he said. Dr. Scott ad- 
vised him to wait a few weeks, think it 
over. But the next Sunday Ellwood’s 
mind was still the same, and Dr. Scott 
baptized him. 

Dr. Scott got Ellwood into Kentucky 
Christian College on a scholarship. After 
a year he was ordained a minister, a 
most unusual step—“because I was so 
glib and downright earnest, I suppose.” 
He preached in small country churches, 
frequently traveling as far as 800 miles 
to preach a morning and evening sermon 
for $15—less than his railroad fare. His 
classwork he did on trains. 

While a senior, and while preaching 
at Greenup, Kentucky, he noticed pretty, 
brunette Helen Collins in his congrega- 
tion, and decided that he should know 
his parishioners better—at least this one. 
They quickly became friends, and one 
day not so many weeks later he sat down 
and typed Helen a note: “Do you think 
you would like to be the wife of a min- 
ister and do you think you could live 
on a minister’s salary?” 


Her reply, delayed several days, ran 
to 14 pages and did not constitute an 
acceptance. But she did say that “it 
would not make any difference what a 
man was if I loved him, whether he 
were a minister or a merchant—and the 
salary would not be important.” 

Six proposals later, she accepted him. 
They were married in the summer of 
1924, right after he received his A.B. 
The next year he obtained his degree of 
Bachelor of Theology, and in 1926 he 
earned his Master's in Religious Edu- 
cation at Cincinnati Bible Seminary. 
Years afterward, Kentucky Christian 
made him an honorary Doctor of Sacred 
Literature—the only alumnus ever to be 
so honored. 

He swung into his life’s work of sav- 
ing and building. At Bromley, Ken- 
tucky, he joined everything under the 
sun (today he belongs to more than 50 
clubs and fraternal organizations), wrote 
for the papers, made speeches at the 
slightest invitation. In a year he raised 
$35,000 for the First Christian Church, 
and he and his laymen pitched in and 
built with their own hands a new 
church of concrete blocks. 

Next, as pastor of the First Church 
of Christ in Fostoria, Ohio, he bought 
a new parsonage, baptized 400 new 
members. Then, out of the past, a call 
came from Delaware Scott, now an old 
and dying man. “Come and save my 
First Christian Church of Tampa,” Dr. 
Scott said. His strength was gone, the 
church was $100,000 in debt, the sher- 
iff was delaying evicting the congrega- 
tion out of sheer courtesy. 

Ellwood Nance and the depression 
got off the same train in Tampa. A few 
days later, Delaware Scott died in his 
arms. 

With his “glib” mouth and devoted 
heart Ellwood went to work. In one 
year he raised $72,000, refinanced the 
church, foiled the relieved sheriff. Then 
he wrote his first book (“From Dust to 
Divinity”) and turned his royalties, 
more than $1,000, over to the church 
fund. The gift was as much Helen’s as 
his, for by that time there were two 
small children—a daughter, June, and a 
son, John. 

Later in the doldrum ’30s, he served 
—and saved—the First Christian Church 
of Seattle. That was his last pastorate. 
In 1939, he abruptly left the pulpit for 
the classroom, becoming Dean of the 
Chapel and professor of Religious Edu- 
cation at Rollins College. At Rollins he 
wrote his second book, “Florida Chris- 
tians.” 

Asked why he had left the ministry, 
Nance will reply promptly: “I have 
never left the ministry. Rather, I feel 
that I have expanded my ministry by 
bringing the larger implications of re- 
ligion into the field of education. In the 
local parish, I saw perhaps one-third of 
my congregation once a week, spoke to 
them for half an hour about spiritual 
ideals. Now, I spend much more time 
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with my students. There is greater op- 
portunity to explain the social impact 
of the religious instruction they have 
already received. And, finally, where I 
once reached hundreds, I now reach 
thousands.” 

Having said this, he will add, very 
quietly, “Yet, of course, true education 
can never be imparted if the church has 
failed. The head can never be trusted 
if the heart is not right.” ' 

At Tampa University, both the head 
and the heart are right. The students 
know. Perhaps they can’t describe in 
words exactly what is going on, but 
they feel it. Tolerance, love of human- 
ity, tremendous pride in the university 
and a fierce desire to see it succeed 
permeate the place. Here, perhaps 
more than in any other school in Amer- 
ica, is a true feeling of oneness with the 
purposes of the Maker of the Universe. 

Ellwood Nance feels that at last he 
has found his best niche in the scheme 
of things—a job where he can build a 
great university and send thousands of 
boys.and girls out into the world, each 
schooled in the deeper meanings of 
religion and democracy, each in his own 
way a minister of the universal faith 
that alone will save mankind. 

In stimulating others to do their best, 
Ellwood Nance often says, “Any man 
who is doing a good work is never far 
from God.” On that basis, this man 
himself seldom gets far from the Divine! 


SUNDAY SCHOOL LESSONS 
(Continued from page 9) 


is no better test of unselfishness than the 
use one makes of his money. We should 
never apologize when we ask for dona- 
tions to any worthy cause. To help a 
tight man loosen up his pursestrings is 
one long step toward the saving of his 
soul. Barnabas was a good man. He 
was full of good will. Christ can do 
great things with a man like that. 
The most important act of encourage- 
ment by Barnabas was his welcome to 
the newly converted Paul. At Damas- 
cus, Paul had astounded the Jewish 
leaders who had expected him to come 
as persecutor of the Christians there. 
Instead he came preaching Christ. 
When they sought to imprison him, he 
escaped over the city walls by means 
of a rope and basket. Coming to Jeru- 
salem, the apostles were afraid of him. 
We cannot blame them. They sus- 
pected a plot. Barnabas looked him up 
and heard the story of his conversion. 
It does seem probable that he had 
known him and was sure he was sin- 
cere. So Barnabas took Paul to Peter 
and the rest of the apostles and vouched 
for him. Barnabas is not a great name 
in Bible history. Paul is. How much 
this encouraging act of Barnabas meant 
to this man who was so recently Saul of 
Tarsus, no one can estimate. Surely it 
did much to help Paul to his rightful 
place among the early church leaders. 
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“Before | took it 
| didn’t know a note of music” 


says Miss Rosie Montemurro of Vancouver, B.C., Canada 
Read Miss Montemurro’s Letter: 


‘*‘Words cannot express my feelings to the U. S. School 
of Music. Before I took your Course I didn’t know one 
note of music, Then three months later I started to play 
for parties, I have made people very happy with my 
music, I never saw anything like this Course before. 
It has a clear and careful explanation in every lesson. 
It’s easy and very interesting.’’ 

(Signed) Miss Rosie Montemurro 


You, too, can learn your favorite 
instrument QUICKLY, easily, at home 


This letter is typical of many we have from appre- 
ciative pupils whose musical dreams we have 
helped make come true. Thousands, who didn’t 
know a single note before, are now playing their 
favorite instruments . . . thanks to this amazingly 
simple way to learn music right at home, for only 
a few cents a day. Learning music this ‘Print and 
Picture’’ way is easy as A-B-C! No long-winded 
explanations. No tiresome exercises. You learn to 
play real tunes by note right from the start. And 
it’s all so crystal clear. First the printed instruc- 
tions tefl you how to play a tune. Next a picture 
shows you how. Then you play it and hear how it 
sounds. If interested, mail the coupon today for 
Free ‘‘Print and Picture’’ Sample and 36 Page 
Booklet. U. S. School of Music, 159 Brunswick 
Bidg., N. Y. 10, N. Y. 


Three months after taking your course 


| STARTED TO PLAY FOR PARTIES 
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U. S. School of Music, 159 Brunswick Bidg., New York 10, WN. Y. 


Please send me free booklet and Print and Picture 
Sample. I would like to play instrument checked below. 
Piano Saxophone Modern Elemen- | 
Guitar Trumpet. Cornet tary Harmony 
Violin Reed Organ Clarinet 

Piano Accordion Tenor Bario 





Other Instrument | 
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You'll agree it's the age of miracles when you see 
HOT water running continuously from any cold 
water faucet. With our new coaiiienars Deluxe 
Electric Water Heater you get hot water quickly 
when you want it, A slight turn of your faucet 
automatically regulates the temperature from 
lukewarm to real hot. Plug it in anywhere—fits 
any standard faucet in Basement, Cottage, Ga- 
rage, Tourist Camp, Office and Factory. Costs 
only a few cents a day to use. 

FULLY GUARANTEED against all defects. With 
ordinary care, our Deluxe Heater will give years 
of satisfaction. Comes with 8 ft. extension cord. Ope- 
rates on AC or DC. No moving parts to wear away 
or get out of order. You'll be amazed at its efficiency. 
YOU TAKE NO RISK. Our Deluxe Heater is sold on 
a@ money-back: guaranty if it doesn't give you hot 
water instantly. Start enjoying the luxury of hot water 
NOW! Send $3.95 cash, check or money order and 
we will ship prepaid or, if you wish, we will ship 
COMPLETE! C.O.D. and you can pay Postman $3.95 plus few cents 
Nothing else postage. Order 3 for $10 and SAVE $1.85. 


to buy . 
METROPOLITAN ELECTRONIC COMPANY, Dept. P-6 
42 Warren Street, New York 7, N. Y. 


THIS NEW BOOK CONTAINS 
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Seventy-Eight Modern Miracles of the Grace of God 


Here are case histories from the clinic of regeneration—the life records 
of men who have been found by Christ. More than 90% of the witnesses 
are alive today and represent men and women from many walks of life. 


Dr. Charles E. Fuller, Fey Sanne Dr. Bob Jones, John Wanamaker, 
Mel Trotter, Dr. J. Wilbur 
Tourneau and Seventy others. 


power of God. 


$2.00 postpaid. Cloth bound. 254 pages. 


chandise, 
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THE LIGHTHOUSE PRESS, BOX 2B 


Order from 


C, MECHANICSBURG, PA. 
71 


hapman, Dr. Oswald J. Smith, R. G. Le 


Youth leaders, Pastors and Sunday School Teachers appreciate this 
TREASURE CHEST of living testimonies that illustrates the amazing 


To make possible the wide distribution this book deserves, we will send free with 
each book ordered from this advertisement a $1 box of our 21 De Luxe Scripture 
Text Christmas folders. These Christ honoring cards express the TRUE CHRISTmas 
spirit and make people conscious that Christmas is Christ’s Birthday. Church 
groups and individuals do Christian service and at the same time accumulate funds 
for projects by distributing on the commission basis our line of religious mer- 
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Christmas Cards 


ay to make extra cash showing friends, neighbors, 
oo verkere nationally famous WALLACE BROWN ‘‘Feature’ 


Christmas Box Assortment 21 exayiene new designs. 


Sells for $1.00: up to 50c pront for you. Also large selection 


LOW-PRICED name. imprinted Personal Christmas Cards— 
orders clined os rect to customers. Plus DeLuxe Album 
of higher-priced Personals. 17 other brilliant Chris: sand 
Everyday "Assortments: Currier & lves, Etchin 
Hellatous, Veivetone, 


Wrapping. Humor & Chi 
istrnas Carols. 16-card All-Occasion 


Personal Notes, ‘‘Floral’’ Stationery, sensational new 
Napkins, others. Personal Card Samples 
**Feature’’ 21-Card Box on approy Rush Soupen 


WALLACE BROWN, inc. 22°44 


THIS 
COUPON 
LAU 
ST igeae CITY... ~~ STATE-———~. 


ADDRESS. .cccnwcenecosscnsceseeseewes 












Stop Getting 
Up Nights 


TRY THIS FREE 


{f you get up many times at night due to Irrita- 
tion of Bladder or Urinary Tract, and have never 
used PALMO TABLETS we want you to try 
them at our risk. We will send you a full-size 
package from which you are to use 20 tablets 
FREE. If not delighted at the palliative relief re- 
ceived, return the package and you owe us noth- 
ing! We mean it. Send No Money. No C.O.D. to 
pay. Write today and we will send your PALMO 
TABLETS by return mail postpaid. For adults 
only. Address--H. D. POWERS CO., Dept. 
932-M, Box 135, Battle Creek, Mich. 


-_ 
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Take easy, big profit 
orders from friends, others, Show 
Christmas Cards with name — 5 big lines 


AYE 8) 


selling at 50 for $1.00 ee Amazing designs \¢ RDS 
gorgeous papers, FREE SAMPLES. Alsosell 

$1.00 assortments of Christmas Cards, Gift 5 Oo ta ‘y 
Wrappings, Everyday Cards, Stationery. 
Christmasassortmentsent on approval. Write Also 


Greeting Card Co.,Dept.A-6, # st tacuie 


Southern 
216 S. Pauline Street, Memphis, Tenn. 















BRAND aa N else like it! 
Amazing ‘‘Sponge’’ Dish Cloth washes 
dishes lightning fast. Replaces messy 
dishrags. Suction action works like 
magic. Dishes gleam like mirror. God 
send to busy housewives! 


SAMPLES FOR AGENTS 
Sample offer sent immediately to all who 
send name at once. A penny postal will 
do, Send No Money JUST YOUR NAMi?-. 
KRISTEE CO., 523 Bar St.. Akron, Ohio 





ad SELL OUS SUNSHINE 


Take orders e: 
Folders. Co: 
2D E 


Ass’t on approve al, 
stment, Start today. 


SUNSHINE ART STUDIOS, 115 Fulton, Dept. CH-9, New York8,N. Y. 


SEE AMERICA! 


BUT—WHAT WOULD YOU LIKE TO 
SEE IN THE SUMMER OF 1949? 

1949 will be an American year for the Christian 
Herald Travel Bureau, Help plan the most popular 
tours by telling us what vou would like to see 


Carroll M. Wright. Manager sa ieee iar 
Christian Herald Travel Bureau 
27 East 39th Street, New York 16 

The places [I have checked are those I would like to 
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In all that Paul would accomplish for 
Christ, Barnabas would share. 


THE NAMES OF PAUL and Barnabas 
are coupled in the account of the first 
missionary journey. There is an inter- 
esting sidelight on this missionary team 
in the story of the miraculous healing of 
the lame man at Lystra. The people 
thought them Jupiter and Mercury. 
That suggests that Barnabas was a big 
man, slow of movement and of great 
dignity, while Paul was quick and nerv- 
ous in action and the one who did most 
of the speaking. Mercury was the mes- 
senger of the gods. They were a well- 
balanced pair, each supplementing the 
other. At first it was Barnabas and 
Paul, but soon it was Paul and Barnabas, 
and there is no evidence that Barna- 
bas was jealous. I think he was so 
humble that he :recognized from the 
first the superior talents of Paul. 

As they planned their second mission- 
ary journey from Antioch, Paul and 
Barnabas disagreed. It was about John 
Mark. The young man had left them 
while they were at Pamphylia on their 
first missionary tour. Paul resented this 
and refused to have him along. Barna- 
bas was all for giving his nephew a sec- 
ond chance. So Paul went on his way 
through Syria with Silas, and Barnabas 
took John Mark with him to Cyprus. So 
far as the record stands, Barnabas lived 
his life out, establishing the church 
there. He also established John Mark 
in the faith. Paul was to live to thank 
Barnabas for that. Later he was to 
write to Timothy: “Take Mark and 
bring him with you, for he is profitable 
to me for the ministry.” 

Perhaps both Barnabas and Paul were 
right in their treatment of Mark. If he 
had gone on that second hard journey, 
Mark might have been a failure. Un- 
der the steady hand of Barnabas, he 
found himself. He caught the broad 
spirit of his uncle and held no resent- 
ment toward Paul. No doubt he 
thanked Paul later for the jolt that he 
so much needed, as he would always 
thank his uncle for: his patience and 
trust. So we have a second important 
find that Barnabas made for his Lord. 
Mark wrote the first of the four lives of 
Christ, source material for at least two 
of the other evangelists. The Christians 
of all time will owe a debt of gratitude 
to the humble, patient man who found 
and held Mark for the Lord. 

Would not you like to be called 
“son of encouragement”? That word 
means to put heart into another, Paul 
needed that and Mark needed that, and 
countless others who came under the 
influence of Barnabas would bless him 
for the gift of courage. Jesus Christ was 
the great encourager. Constantly He 
urged kindness in judgment of others. 
“Forgiveness” was a word often on His 
lips. He knew the weakness of men but 
He also saw them as they might become, 
if He could master their hearts, The 


famous teacher of boys, Archibald Rut- 
ledge, said: “When a boy i is hounded by 
his comrades, and is in despair over his 
work and perhaps his character as well, 


deliberately give him a higher mark, 


than he deserves. The following week 
he is almost certain to make it for him- 
self.” That may be academic heresy, 
but the principle is definitely Christian. 
There are young folks all about us who 
need our encouragement. There are 
older folks too, discouraged and dis- 
heartened. Let us play the good St. 
Barnabas to them. We may not find 
Paul or a Mark, but we will contribute 
useful workers for Christ and His 
Church. 


Questions: 

Dr. Charles R. Brown in his little 
book of biographies, “These Twelve,” 
titled a chapter on Barnabas “The Man 
of Broad Sympathies.” List the acts of 
Barnabas that will prove this title. 

“We can never help people till we 
learn to believe in them.” In addition to 
the Barnabas story, what other incidents 
in the Bible illustrate the truth of this 
quotation? Have you any illustrations 
from your experience? 


@ Sunday, September 19th 


FAITHFUL PUBLIC SERVICE 
ACTS 19:29-41; PROVERBS 21:3 


7S town-clerk of Ephesus is the hero 
of this lesson. He was not a Chris- 
tian, Yet we agree with the suggestion 
of Dr. Halford E. Luccock that here is 
a public official who is worthy of a 
monument. He has his monument, for 
wherever the Bible is read, his record 
stands. If his monument had_ been 
placed a public square in his home 
city, it would have long ago been de- 
stroyed. It took six years of careful 
search to find the site of Diana’s temple. 
His record should be read by every pub- 
lic official for he presents a model of 
diplomacy, common sense and respect 
for law and order. 

The whole story is high testimony to 
the effectiveness of Paul’s preaching. 
Ephesus was the metropolis of the prov- 
ince of Asia, which, by the way, gave 
its name to an entire continent. The 
temple of Diana, with its multitude of 
huge lonic columns was one of the seven 
wonders of the world. The month of 
Diana each year brought thousands of 
visitors to the games, center of the cele- 
bration, The silversmiths made_ their 
living selling souvenirs. This year busi- 
ness was bad for too many were listen- 
ing to Paul. Demetrius saw what was 
hurting business and stirred up his fel- 
low workers to protest. The crowd gath- 
ered quickly as crowds will. They 
pushed their way into the great theater 
to hold a protest rally. On the way they 
caught two of Paul’s known aids. When 
Alexander, perhaps the same Jew who is 
mentioned in I Timothy 1:20 and II 
Timothy 4:14, attempted to explain that 
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the Jews were not responsible for Paul, 
the crowd shouted him down. Quoting 
Dr. Luccock, “Theirs not to reason why. 
Theirs but to yell their heads off!” For 
two hours they shouted, “Great is Diana 
of Ephesus!” No telling to what outrage 
they would be led by their unreasoning 
fury. It was time for the town clerk to act. 

His speech was exceedingly diplo- 
matic. He did not mention Paul. He 
conceded that Diana was great and was 
their particular patron. He affirmed that 
there had been no sacrilege or blas- 
phemy against Diana. He insisted that 
there was protection by legal action for 
Demetrius or any others who had a case. 
Finally he pointed out that their pro- 
test meeting had turned into a riot and 
riots can lead to anything except justice. 
His appeal to reason was victorious. 
His fearless defense of law and order 
brought sanity back to the crowd and 
it dispersed. 

Christianity owed much to the fact 
that Rome ruled the world. For with all 
her faults, Rome stood for law and had 
the power to enforce it. Some have 
thought that the town clerk was sym- 
pathetic to Paul. There is no evidence 
for that, He would have made a splen- 
did Christian but, on the record, he is 


"just a conscientious Roman officer, in- 


sisting on fair play. That is what Chris- 
tianity asks of government—the free op- 
portunity to witness for Christ. We 
want Christian public officials when pos- 
sible, but we could be well satisfied in 
our democracies if we had officials of 
courage and integrity. 

Paul wanted to face the crowd. That 
would have meant probable death with- 
out any advantage to his cause. Some 
of the Asiarchs, highest officers in the 
various divisions of Asia, were in Eph- 
esus for the games. They persuaded 
Paul to stay away from the theater. The 
result of the action of all these public 
officials was that Paul could remain 
preaching in Ephesus for two-and-a- 
quarter years. We hope some of them 
were converted, for Christianity could 
use more of that kind of convert. 


THE WHOLE ISSUE was profits. When 
Christianity touches the pocket-book 
opposition rises, “If the Church would 
just mind its own business,” complains 
the world, “everything would be all 
right.” The Church cannot preach Christ 
without hurting every bad business, It 
must be awake to its responsibility. It 
cannot ignore Diana, for her orgies of 
lustful worship destroyed the souls of 
men, It cannot be silent about the liquor 
traffic, or the gambling craze, or the 
rising tide of immorality, for the souls 
of men are at stake. 

The lust for money is the foundation 
for organized vice. If there were no 
huge profits in the manufacture and sale 
of alcoholic beverages, there would be 
no great problem. Some idea of the 
profits made by the liquor business can 
be gathered from the millions they are 
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The FORWAY 16mm Sound Pro- 
jector is precision engineered to 
bring out the best in the many 
fine films now being produced for 
church use. For Sunday School or 
adult groups, for small audiences 
or large, it gives you the utmost 
in audio-visual performance — 
brilliant pictures combined with 
the finest tonal qualities. a 


New, exclusive hesihickn:sinesw Vouibnwaaahiany. it is a projector 
that men admire and women love to operate. Priced for church budgets. 
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FORWAY CORP., 245 W. 55th St., N. Y. 19, N. Y. 


Please sead me complete details on 
the FORWAY 16mm Sound Projector. 


the ‘‘opera voice.’ 
16mm sound projector 
for superior performance 


UID ccsinicstvicesiroies ikcbs Cait deanecelaatkciasaseugaensdicsecchegttectboredeniets 
SII s,s cssskscsnavinsimincekicsaiciedl 
Ata siocstescasiossier saps titec Ve issaeec CUNO i Sain aie 





MONEY EASILY RAISED! 


Sell Aunt Chick’s Baking Gadgets 
and Christmas Cookie Cutters. 
WRITE FOR DETAILS! 


AUNT CHICK, Box 4007, Tulsa 9, Okla. 








Now...realsavingsthat help 

hl you Beat High Prices on 

NS family and home cottons! 

2 iS Write today for FREE Cat- 


AA alog of thrilling cotton val- 
ues, in shirts, dresses, un- 
msec wear. children’s ‘wear, 
ornte and fabrics, towels, 









Show NEWEST Cameo-Foil, 
Christmas Carols, Velvetone, other 
smart Assortments. Retail $1.00— pay 
you big. Name-Imprinted Christmas 

‘olders, 560 for $1.00. Everyday Cards, 
Stationery. Amazing extra money 
plan for individuals, churches, and clubs. 

Colonial Studios, inc.,Dept. F25, 

e ° 
642 S. Summer St., Histyoke, 


\Wi sheets, etc. Satisfaction 
guaranteed. See how 
South Carolina Mills 
LOWER PRICES canSAVE 

= YOU MONEY! Rush name 
for FREE catalog today! 


SOUTH CAROLINA MILLS, Dept. 487, Spartanburg, S.C. 









U.S. Govt. urges home fruit tree planting NOW 


Big New STARK YEAR BOOK 
72 Art Color Pages Be? 


We stand 25% of the cost of amazing new Fruit 
Tree Collections to encourage Prompt Planting | 
Specials in Roses and Shrubs : fr 


g EW varieties of fruit trees save years of walt 
N i " F es —_ to help National Health 
RKIN : red an ected to ar younger. 
a . , Introduced by the wizards of horti- 
(Trademark) culture, Burbank and Stark. Lus- 
a P Sernh cious ware of ae + and — 
avor. Pure Strain an rid trees cross br or vigor an hard 
hardiness so they thrive and = almost anywhere farm crops grow. NS ; 1 a Le tea as| 
They are given head start by Stark Extra Heavy Root System 4 Please : send toaal 
of grafting—each tree inspected 5 times by nursery experts to as- Book of Champion 
sure you very cream of the crop—no runts or weaklings. Fruits. | 
GLORIOUS BOOK OF CHAMPION FRUITS (FREE while : o-| 
they last) shows miracle fruits, shrubs and roses in color photos, © Check here for special 1 
cot on Choice” Fruit Tree Cotectaas ner at 20%, — stand tree proposition. 
4, of cost_to encour rompt planting needed to overcome 20- 
shortage. Specials in shrubs and roses. MAIL COUPON today. Op Ceees Sure tee toate erat 


STARK NURSERIES & ORCHARDS CO., Box 2-08, Louisiana, Mo. 


SPARE-TIME SALESMEN & WOMEN WANTED 
— Big money weekly. Al. Hellrung made ex! nnpronst 
earnings, $201.80 in month spare time, Biggest 
chance in years as Govt. urges Home Fruit Tree 
Planting. CASH paid weekly. Liberal commission, 
valuable prizes. Free outfit. Free training. No in- 
vestment. Don't miss chance. Mail Coupon NOW! 
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REDUCE 


STake off up to ij Lbs. 
in10 days 


OR YOUR 
MONEY BACK 


EASY TO HAVE 
A MODEL FIGURE 


NO DRUGS! NO LAXATIVE! 
NO EXERCISE! 
NO MESSY LIQUID! 
NO TIRING ROUTINE! 


Today's slim-iine fashions, so en- 
vied on models, don't go with 
bulges, rolling layers of fat that 
spoil your appearance and weigh 
you down physically and mentally. 
Replace them with attractive 
curves—a trim silhouette—by the 
Tremett Tablet Plan. Quick—easy 
—safe! The healthful, pleasant 
Tremett Tablet Plan may make ex- 
cess fat a thing of the past for you! 


TREMETT TABLET PLAN 
BRINGS AMAZING RESULTS 


Amaze your friends with a new YOU—a slender YOU! 
Whiie losing up to 10 unsightly pounds a week, the Tremett 
Tablet Plan works to keep you from being hungry. Yet, 
your daily Tremett Tablet Pian provides necessary vita- 
mins and minerals you're now getting from fat-building 
foods. And you can eat things you like, without taking 
harsh lemon-juice mixtures or violent exercise! Absolutely 
harmless. Contain no drugs. So convenient! Carry Tremett 
Tablets in your purse and take as required. No mixing or 
embarrassment. Just follow simple directions and look for 
your glorious, firm new figure! 


10-DAY NO-RISK TRIAL 


Your scales must show you have lost weight, have an im- 
proved figure, you must look better, feel better or you get 
Son: money back without question! SEND NO MONLY! 
ust send name and address on postcard. W rhe n package ar- 
rives, pay postman $3.00 plus postage for 25 day supply or 
send $3.00 with orde »r, we will pay the postage. If not satis- 
fied your money will be refunded. Mail that postcard today. 


RHODES PHARMACAL COMPANY 
1814 East 40th Street, Dept. K-3, Cleveland, Ohio 















Take orders for lovely NAME - IMPRINTED 
Christmas Cards. Easy — pleasant — 
Reon Show FREE SAMPLES. 


‘riends others buy fast at 50 for$1 up. Also 
show stunning ** 
21 Cardsonly $1. You make up to 50c! 20 other fast- 
selling Boxes including Religious, Gift Wrappings 
Everyday. Send now for FREE Personal Samples and 

Ki cet FREE 


llarKing’’Christmas Assortment. 


PURE BEL: 


**Dollar King’’ Assortment on approval. 


Chas. C. Schwer Co., Dept. R-27, Westfield, Mass. BBY Vila") 


U rs BLOC K 


ye" DIGESTIVE TRACT 


And Stop Dosing Your Stomach 
With Soda and Alkalizers 


Don’t expect to get relief from headache, sour stom- 
ach, gas and bad breath by taking soda and other alka- 
lizers if the true cause of your trouble is constipation. 

In this case, your real trouble is not in the stomach 
at all. But in the intestinal tract where 80% of your 
food is digested. And when the lower part gets blocked 
food may fail to digest properly. 

What you want for real relief is something to “‘un- 
block” your lower intestinal tract. Something to clean 
it out effectively—help Nature get back on her feet. 

Get mild, gentle Carter’s Pills right now. They 
gently and effectively “unblock” your digestive tract. 
This permits all 5 of Nature’s own digestive juices to 
mix better with your food. You get genuine relief 
from indigestion so you can feel really good again. 

Buy mild, gentle Carter’s Pills, 33¢ at any drug- 
store, today. “Unblock” your intestinal tract for rea] 
relief from indigestion. 


EARN EXTRA MONEY SELLING 


Christian Greeting Cards 


Individuals and organizations are earning plenty of money 
with our superb, rapid selling line of Christmas, Everyday, 
Birthday, Getwell and Personal Notes box assortments. 
Lovely cards both with and without the Bible texts. Learn 
about our unique FREE BONUS PLAN which adds dollars 
to your profits . and mak eareeerve CREDIT PLAN. 
Send for full partic ulars TOD 


SCRIPTURE GREETING. CARD COMPANY 


Box 9342, Dept. 11 Philadelphia 39, Pa. 
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spending in advertising. In America 
alone, $100,000,000 is spent on adver- 
tising alcoholic drinks each year. Three 
magazines, Life, Time and Fortune, re- 
ceived $8,000,000 from liquor ads in 
1946. According to The International 
Student Magazine, advertising men are 
using these supposedly high concepts in 
catching the eye of readers: 1. The glory 
of first things—sunrise, roosters crowing 
at dawn. 2. Beauty—glorious scenes, 
gorgeous girls, beautiful flowers. 3. 
Health and vigor—leaping horses, dogs 
on the hunt, the great outdoors. 4. In- 
telligence, judgment, discrimination, 
people of distinction. 5, Art—the great 
organist at the console, sensitive fingers 
spread to enthrall. 6. The appeal to 
home life. 7. Good will—even the Beth- 
lehem story. 8. Human interest. 

Yes, the silversmiths are making a 
mint of money out of their shrines to 
alcohol. The tragic side of the picture 


jis that they have not felt the adverse 


influence of the churches enough to 
start a riot. Where is our Paul who will 
preach Christ so effectively that vested 
interests will resent it? 

We need, too, more men in public 
office like the town clerk of Ephesus, to 
see that Christianity has a chance to 
spoil the business of the idol-makers 
under protection of the law. We might 
as well face the facts. We will have the 
kind of public officials we elect. Let 
there be more Christian people at party 
conventions and at the polls, This is the 
hope of a clean and sober nation. 


Questions: 

Judge Fred G. Johnson, Hastings, 
Nebraska, delivered an address last year, 
so stirring, that Senator Capper of Kan- 
sas had it inserted in the Congressional 
Record. He noted the following methods 
adopted years ago by the liquor inter- 
ests. to make the nation “liquor con- 
scious.” “Teach women how to drink. 
Invite and welcome them to your bar 
rooms. Train your publicity to catch the 
eye and develop the interest of the 
younger generation. Make youth liquor 
conscious—make it smart to drink wines.” 
From observation in your community, 
how are they succeeding? What should 
your church people do about it? 


@ Sunday, September 26th 


GOOD FAMILY TRADITIONS 
ACTS 16:1-5; Il TIMOTHY 1:3-6; 3:14, 15 


HE story of a man’s life begins long 

before he is born. Young men like 
Timothy do not just happen. His 
grandmother, Lois, and his mother, 
Eunice, help to explain this dearly 
loved friend of Paul. Both were faithful 
Jews. When they became Christians, 
we are not told. Timothy was a lad of 
fourteen or fifteen when Paul and Silas 
came to their home town, Lystra. By 
that time Timothy had earned a reputa- 
tion for Christian zeal. When a boy of 
that age accepts Christ, he goes over- 


board for Him, Oh, that we older dis- 
ciples could share the enthusiasm of 
youth! 

The home life of Timothy we can pic- 
ture. It was the kind of home that pro- 
duces the kind of man that Timothy 
proved to be. His father was a Greek. 
That is all we know of him, Perhaps it 
was a family where father permitted 
the women folk to look after religion. 
Jewish mothers were accustomed to this 
responsibility, At least this father did 
not object. Somehow we are not satis- 
fied with this negative attitude, I like 
to think that this Greek father was a 
Christian too. Bringing up a boy is a 
partnership business, While the father 
is not given the credit, he must have 
given Timothy a good example. In all 
that Timothy was to do for Christ, there 
was a praying family back of him, en- 
couraging him to hold fast to the faith 
around which his home life was built. 

Paul found in Timothy a young man 
to take the place of John Mark who had 
failed him. Maybe his conscience both- 
ered him a bit about his severity with 
Mark. So he left no stone unturned in 
protecting the soul of this new young 
friend. He was not going to fail with 
Timothy. He invited him to go with 
him on his missionary tour, It must 
have required courage to accept. It also 
required courage and faith on the part 
of his family. In its best sense, Timothy 
had been a mother’s boy. He was to face 
the hard life of a Christian missionary in 
a hostile, heathen world. He did not 
hesitate, but went proudly with Paul. 

John, the apostle, was called “the 
disciple whom Jesus loved.” Timothy 
was “the disciple whom Paul loved.” 
They were very different—Paul, elderly, 
masterly, like a great rock; Timothy, 
young, retiring, like the ivy clinging to 
the rock, There is a law of friendship 
that centers in suitability or adaptabil- 
ity. We can never explain why certain 
friendships grow, particularly between 
those who are so different. Something 
in each is responding to something in 
the other. True friendship is always a 
mystery. Paul and Timothy were bound 
together, not only by their common 
faith, but also by what they found in 
each other. 


How Pau. LONGED to have Timothy 
with him, particularly in the prison at 
Rome! Paul craved sympathy, even as 
Jesus did. He wrote two beautiful letters 
to his spiritual son. He speaks of Timo- 
thy on a number of occasions in his 
writings. Timothy had proved such a 
good missicnary that Paul placed him 
in charge of the church at Ephesus. 
We do not know that Paul’s desire for 
his company at Rome was ever gratified. 
“Do your best to come to me soon,” was 
Paul’s request. Death was near, and 
Paul knew it. Even Luke could not give 
him the comfort that he would have 
found in Timothy, In writing to the 
Philippians, Paul gave this testimony: 
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DETROIT’S “FIRST” 


IN CONVENIENCE - COMFORT - QUALITY 


In the heart of the downtown, office, thea- 
ter, and shopping area. Friendly, courteous 
service to make your stay in Detroit a 
pleasant memory. The Tuller Coffee Shop 
or Cafeteria for excellent Food modestly 
priced. The Hotel Tuller, Detroit's largest, 
is the place to stay. 


VISIT OUR Déatng oom 
ONE OF DETROIT'S FINEST 


800 ROOMS wiITH BATH FROM $275 


Hotel Tuller 


FACING GRAND CIRCUS PARK 
RICHARD C. HODGES, Manager 








Sell Amazing Value! 


WTS 
a 


Show stanning coor 
““Prize’’ 21-Folder Christ- Ss 
mas Box. Also Floral Sample 
Notes. Biggest sellers. Sell 50 Boxes, 
make $25.00 plus bonus. Samples on [@ 7TH 
approval. 26 fastsellers —Everydays, etc. 
Free Samples 5 series Name Imprinted le 
Christmas Cards. No Risk Guarantee. ry 
Write HERTELART Co., Dept. 2518, re i 
305 W. Adams Street, Chicago 6, Ill. 


LEG SUFFERERS 


Why continue to suffer without attempt- 
ing to do something? Write today for New 
Booklet—‘‘THE LIEPE METHODS FOR 
HOME USE.” It tells about Varicose 
Ulcers and Open Leg Sores. Liepe Methods 
used while you walk. More than 40 years of 
success. Praised and en- 

FREE 


dorsed by multitudes. 
BOOKLET 

















LIEPE METHODS, 3284 N.Green Bay Ave. 
Dept. 14-5, Milwaukee, Wisconsin 
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WANT TO 

Banish the craving for tobacco as 
thousands have with Tobacco 
Redeemer. Write for free booklet 
telling of injurious effect of tobacco 
and of a treatment which has reliev- 
ed many men. 
35 Years in Business | FREE 


300,000 Satisfied Customers 
THE NEWELL COMPANY BOOK 
139 Clayton Sta., St. Louis 5, Mo. 












SElé CHRISTMAS CARDS 


to friends, neighbors, others. Big variety Etch- 
ings, Religious, 50 for $1, new Plastic cards, 
Saints ’n’ Sinners, Wrappings, Stationery, Ad- 
dress Books. SPECIAL OFFERS. Opportunity 
for organizations. Write for 21-card $1 Christ- 
mas assortment on approval TODAY. 












What To Do For Pains of 


ARTHRITIS 
TRY THIS FREE 


If you have never used ‘‘Rosse Tabs’’ for 
pains of arthritis, neuritis, rheumatism, we 
want you to try them at our risk. We will 
send you a full-size package from which you 
are to use 24 Tabs FREE. If not astonished 
at the palliative relief which you enjoy from 
your sufferings, return the package and you 
owe us nothing. We mean it: SEND NO 
MONEY. Just send name and address and 
we will rush your Tabs by return mail. ROSSE 
PRODUCTS CO., Dept. 314, 2708 Farwell Ave., 
Chicago 45, Ill. 
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HEDENKAMP & CO., 343 Broadway, Dept. S-7, New York 13, N.Y. 


“I have no one like him for generous 
interest in your welfare.” ( Moffatt trans- 
lation, Philippians 2:20.) It is probable 
that Timothy stuck to his post in Ephe- 
sus. It was a difficult congregation to 
handle. Surely Timothy wrote Paul 
often for advice. Paul’s letters show 
that he knew just what Timothy was 
facing in his work at Ephesus. For both 
Paul and Timothy, the work of Christ 
was first. Friends and loved ones make 
the greatest sacrifices when they send a 
missionary son to his work with their 
blessing. 

Tradition describes the death of Tim- 
othy at the hands of an angry mob in 
Ephesus. He is pictured as protesting 
against the orgies of lust that were com- 
mon to the worship of Diana. So he 
died a martyr to the faith inherited from 
his mother and grandmother, but made 
fully his own by his personal surrender 
to Christ. How sad and yet how proud 
Paul would have been of him, if Paul 
had lived to know of his heroism. 

There are two great words that enter 
into Paul’s counsel to Timothy. They 
are “hold” and “remember.” “Hold to 
what you have been taught,” “Hold to 
your convictions.” This is good counsel 
for the Christian, This is good counsel 
for any youth, Young men are in danger 
when they are ashamed of the “old 
fashioned” faith of their parents. They 
are on thin ice when they insist on ex- 
perimenting with sin. Of course all 
young men do not have the family back- 
ground and the sustaining older friend 
that Timothy had. But they do have the 
testimony of Christian history and of 
Christian men and women to prove the 
power of Christ to save. 

The other word, closely related to hold- 
ing is “remember.” Paul advised Timo- 
thy not only to hold to the teaching but 
remember the teachers. Miles separated 
Timothy from Eunice and from Paul, 
yet memory brought them to his side. 
Their common faith made constant spir- 
itual fellowship possible. The prodigal 
son came to his senses when he remem- 
bered his home and his father. How 
many young men in wartime have felt 
the ministry of such memories, memories 
of their homes, their parents, their pas- 
tors, their home churches, their home- 
town friends! It is the young folks with- 
out such family traditions who are most 
to be pitied. 


Questions: 

Has the home a right to pass on the 
responsibility to the church for the re- 
ligious training of the children? What 
bearing on this home responsibility has 
the Supreme Court decision on teaching 
religion in the public schools? 

How can the church help the home to 
do its duty in the Christian training of 
youth? Has the church done all its duty 
in seeking to educate children in the 
faith? How is your church helping to 
give to your young men and women 
family traditions like that of Timothy? 
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sonal Christmas Folders! Customers 

amazed to buy 50 Cards for $1 with yah 

NAME on. You take quick orders 

. . . make big profit. Splendid ar $ 

earnings for full or spare time. prist 

$1 Box Assortments, r Pi 
WITH NAME 


Add to your profits with stun- 
ning $1 Assortments of Christ- 
mas and Everyday Cards, 
Religious, Gift Wrappings, 
others. Sensational values 
sell fast. Start now to make 
easy spare time cash. 
Send for samples at once. 
Churches, clubs, lodges :' 
write for special money-making plan. 


749 eases Ave., Roches sors, me 


Lips...Arms eeehegs 


Now Happy! tf had ugly superfluous hair...was 
unloved. ..discouraged. Tried many things...evenra- 
zors. Then I developed a simple, inexpensive method 
that brought satisfactory results. Its regular use helps 
thousands retain admiration, love, happiness. My 
FREE book about Superfluous Hair explains method, 
proves success. Mailed in plain envelope. Also 
TRIAL OFFER. Write MME. ANNETTE LANZETTE, 
P.O. Box 4040, Mdse. Mart, Dept. 463, Chicago, Ill. 








NOW! YOU OR ANYONE CAN 
HAVE HOT WATER QUICK! 


NEW PORTABLE POCKET-SIZE <a 
WATER HEATER Costs Only $2.95 y 


BOILS FASTER 
THAN GAS! 


Merely place a BOIL -QWIK Port- 
able Electric Water Heater ina 
receptacle containing water. Plug 
in the nearest socket... . Eureka! 
Inafew minutes HOTWATER. “* Dp 

Heats a sufficient quantity for bathing, washing dishes, and 
clothes, shaving, cleaning cream separators, pails, etc., the 
speed depending on quantity. No fires to build, hot water 
to carry, or running up and down stairs. Heats faster than 
an average gas burner. Directions accompany each heater. 
SEND NO MONEY! Just your name and address. When 
your heater arrives pay postman only $2.95 plus C.O. D. 
and postal charges. Satisfaction GUARANTEED or return 
within 10 days for refund of full purchase price. Write now! 



















THE ZEVEX CORPORATION, Dept. J-48, 11 £. Hubbard, Chicago 11, lil. 










GAZ ELL Chrirtmar CARDS 
MONE’ Take orders for America’s finest Christmas as- 
. sortments, Sell on sight, Also unexcelled Reli- 


gious Scripture-Text Cards, Birthday, Everyday, 
Etching and Gift Wrapping assortments. Per- 
sonals, Sas on approval. Write at once. 
ROBINSON CARDS, Dept. 225, Clinton, Mass. 








ES Makes Eating a Pleasure 


Just press a Tru-Aid denture-comfort cushion 
pad on your plate and bite! You’ll be amazed 
at the relief and confidence it will give you! 
Tru-Aid plasticized pads help provide snug, 
comfortable denture fit, afford soothing relief 
to sore spots on tender gums due to ill-fittin 
dentures, help stop embarrassing clicking! 
Enjoy steak, tomatoes, corn, celery. Last 
longer than ordinary pads. Not a sticky paste, 
or gummy powder. Instructions included. 


ORDER DIRECT FROM LABORATORY 


Send only $1.00 for 10 lower or 8 upper pads 
(specify which) or $2.00 for both. 


You must be satisfied or we 
GUARANTEED: cheerfully refund your money! 
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TRU-AID PRODUCTS COMPANY 
Dept. 14, P. O. Box 9398, Phila. 39, Pa. 
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only 
$7.50 


Seiostng results in sales, inquiries and oo 
tacts...saves time and money...very 
to use. GEM STENCIL DUPLIGATOR i S 
ideal for Advertising, Announcements, Notices, 
Labels, Forms, Price Lists... hundreds of uses 
for every type of f business and organization. 
Comes complete with all supplies, instruc- 
tions and 60- eS ge Book of Ideas. Every Gem 
is fully GUARANTEED FOR LIFE! 
Free Trial Offer: Try it before you buy 
it! Write or use coupon below and a GEM 
OUTFIT will be sent 73 postpaid. After 
10 days, send only $7.50 or return the 
M, no questions asked. The GEM must 
sell itself; you be the judge. 


SEND NO MONEY ~ FREE TRIAL OFFER 


BOND EQUIPMENT CO. Dept. 101 
513 Olive Street, St. Louis 1, Mo. 
Rush me the GEM as outlined above: 
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CITY STATE 


SOC CMe CTCL Es MR 
Tae ces CE 


FREE Catalog contains complete list of 

White Church Gospel Records — largest selection 

of old time religious music. Recordings by top musical artists, 
including Blackwood Bros. Quartet, James & Martha 
(Mountain Gospel), Spiritual Ambassadors, etc. 


Write today for FREE copy... Dept.7 


WHITE CHURCH RECORDING CO. aw 










without Needle and Thread! 

NEW PLASTIC TAPE! Mends without sewing, « 
vou iron! Quickly, easily, mends holes, tears, snags, 
worn spots in shirts, blouses, coats, dresses, trou- 
sers, underwear, hosiery, bedsheets, towels, table- 
etc, Mends are smooth and neat; no lumps. 
Will not come off; stands washing, dry- 
cleaning. Save many hours of tedious mend 
ing and darning. Save money! Sells like wild! 


SAMPLES FOR AGENTS 


Sample offer sent immediately to all who 
send name at once, A penny postal will do 
SEND NO MONEY—just your nane 


KRISTEE Co.. 
522 Kristee Bidg., Akron, O. 
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Gorgeous Satin and Velour Designs 
Show Rich New Satin and Velour 
Cards never before offered. Amazing 
Value! Gets easy orders fast! Gor - 
geous Christmas Cards with name, 50 
for $1 up. New features, clever ideas. 
Pays up to100% cash profit. Imprinted Stationery. 20 other 
money-makers ‘sell at 60c to $1.00. Samples on Approval. 


PURO CO., 2801 Locust, Dept. 83-L, St. Louis 3, Mo. 








SOFT-SPONGY 
ALL OVER Try 
Dr. Barron’s 


New 
Foot 
Cushions 






Wut. Pend, 


LIKE WALKING ON A PILLOW! 


Do you suffer from metatarsal CALLOUSES, 
CORNS, WEAK ARCH FOOT PAINS? Try Dr. 
Barron's New Foot Cushion for blessed relief! 
LIGHT, SPONGY, VENTILATED. Fits all shoes. 
wushions your ARCHES and FEET from HEEL to TOES. 
Dr. Barron says: ‘*Wonderful for tired, aching feet. 
Helps make walking a pleasure.’ Happy customer writes: 
**T feel like Ihave new feet in just a few hours.’’ H, H. 
Sedan, Kan. Send only $1.98 for A PAIR or C.0.D. plus 
postage, STATE SHOE SIZE AND IF MAN OR WCMAN. 
30-DAY TRIAL GUARANTEE. Money back if no blessed 


relief! 
ORTHO, INC., 2700 Broadway, Dept. 90-K, N.Y.C. 25 
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The Churches’ Big Chance 


(Continued from page 25) 


cally discounted totalitarian techniques 
of uniformity is doomed from the start. 

The unity toward which the World 
Council is striving is strictly that of 
Paul’s plea to the Philippians: “Stand 
fast in one spirit, with one mind striv- 
ing together for the faith of the Gos- 
pel.” Certainly no sincere believer can 
find fault with that aim! 

Nor can fault be found, even by the 
most rigid isolationist in religion, with 
the purpose of the delegates to make 
the Council, as the assembly call ex- 
presses it, “A means of manifesting the 
spiritual unity of the member churches; 
a place for a new experience of the 
glory of God; a means through which 
member churches may express their 
unity in joint action; an organization 
that serves the churches without at- 
tempting to legislate for them or con- 
trol them; an agency through which 
member churches can give each other 
help and comfort in time of need and 
may mutually inspire each other and 
exhort each other.” 

We have been saying for years that 
this type of unity is a must for the 
churches if Christianity in these chaotic 
times is to be more than a minor deco- 
ration on the face of a harassed world. 
This is a day of unity—of unity amid 
diversity. We have a United States, 
and the rights and freedoms of mem- 
ber states have not suffered. We have 
in the making a United Nations—and 
the member nations are not being 
asked to surrender any more of their 
sovereignty than is necessary for the 
good of all. Are the children of light 
wiser than the children of darkness? 
Is Christianity to be the only great 
force that remains split by isolation- 
ism? Not if the seers behind the World 
Council can help it! 

No objective facing the Christian 
Church has ever been more challeng- 
ing, no period of history more crucial. 
Never before in history has there been 
such an eager looking to religion, such 

i frantic hope that religion may have 
some saving word, some saving grace, 
that will deliver us from the greatest 
concentration of disaster, upheaval and 
suffering the world has ever known. 
Problems march toward us like a mad 
army with banners, and on those ban- 
ners are scrawled the question-marks 
of a thousand challenges. 

Will the World Council, through its 
Amsterdam meeting and afterward, 
speak out with clarity, with surety, with 
hope, with healing? Its theme for the 
two-weeks’ meeting is encouraging. 
That theme is “Man’s Disorder and 
God’s Design.” If these delegates, 
representing roughly three-fifths of all 
Christians in the world, fearlessly and 
frankly address themselves to that dis- 
order, along the lines of that design, 
there is real hope! 


Another augury that the World 
Council may really “come off” is its 
record to date. Here is a curious situa- 
tion: though not until this month has 
it been officially born, the World Coun- 
cil is already ten years old! Here’s how 
it came about: 

_As we have suggested, the Christian 
conscience on the matter of interna- 
tional and inter-church unity has been 
building up—gradually and surely— 
ever since Christianity was born. But 
not until the nineteenth century did 
Christians the world over begin to co- 
operate on something more tangible 
than the talk level. The American Bible 
Society was founded in 1816, the 
American Sunday School Union soon 
after. Missions really got under way 
in the 1800's, and here especially the 
fatal foolishness of divisions became 
increasingly apparent. In 1881 Chris- 
tian Endeavor, the first interdenomina- 
tional, international and __ interracial 
Christian youth movement, was_ born. 
By 1910 a great missionary conference 
could be held, in Edinburgh, and to it 
came representatives from all mission 
fields. John R. Mott was the spiritual 
captain of these prophetic movements, 
including the Student Christian Move- 
ment which antedates them all. Signifi- 
cantly, Dr. Mott, in his 83rd year, is one 
of the five presidents of the Council. 
Out of Edinburgh came the Interna- 
tional Missionary Council, which met in 
Jerusalem in 1928. 

The word “ecumenical” 
into the Christian lexicon. Don’t let 
that jaw-breaker throw you. It simply 
means “the whole household of faith, 
embracing all races, all nations, all 
branches of the Church itself through 
the world.” As Vissar ’t Hooft says, the 
Ecumenical Movement “is a movement 
from the Church as men have con- 
ceived it toward the Church as God 
intended it.” 

There followed the “Council on Faith 
and Order,” at Lausanne, sparked by 
the prophetic Charles Brent, mission- 
ary bishop of the Episcopal Church. 
This council, held in 1927, for the first 
time since the Church was divided into 
East and West, brought together repre- 
sentatives of all branches of the Chris- 
tian faith, save the Roman Catholic. 
It was followed ten vears later with a 
similar but much larger gathering on 
“Faith and Order” in Edinburgh. Both 
these conferences met to “consider the 
faith all Christians held in common, to 
face frankly and try to understand and 
overcome their differences.” 

Other conferences and other con- 
claves were held. Among the more im- 
portant was that held in 1925 at Stock- 
holm under the stimulus of Nathan 
Soderblom, archbishop of Upsala and 
primate of Sweden. From 37 countries 
1,000 dejiegates came to “concentrate 
the mind of Christendom on the mind 
of Christ as revealed in the Gospels 
toward those great social, industrial 
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Here’s the Way 


to Curb a Rupture 


Successful Home Method That Any- 
one Can Use On Any Reducible 
Rupture Large or Small 


COSTS NOTHING TO FIND OUT 


Thousands of ruptured men will rejoice 
to know that the full plan so successfully 
used by Capt. W. A. Collings for his double 
rupture from which he suffered so long will 
be sent free to all who write for it. 

Merely send your name and address to 
Capt. . A. Collings, Inc., Box 547 D, Water- 
town, N. Y. It won't cost you a cent to find 
out and you may bless the day you sent for 
it. Hundreds have already reported satisfac- 
er results following this free offer. Send 
right away—NOW—before you put down 
this paper. 


MAKE EXTRA MONEY 


SELL EXCLU. 
STATIONERY NOT OBTAINABLE ELSEWHERE 












48 different boxes, Christmas, Everyday Station- 

ery. Up to 100% profit. Bonus. Write today for 

free samples exclusive Name Imprinted cards, 

Stationery and exclusive Christmas, Everyday 

assortments on approval. Special offers. 
REGAL GREETING CARD Co. 

18 W. Woodruff St., vept. Ck3, Mazel Park, Mich 


SONG POEMS WANTED 
TO BE SET TO MUSIC 
Send Poems today for FREE EXAMINATION to 


J. CHAS. McNEIL 


A. B. MASTER OF MUSIC 
510-C.H. So. Alexandria Los Angeles 5, Calif. 





Learn Profitable Profession 
in QO days at Home 


Women and Men, 18 to 50 
Many Swedish Massage qrecenier make $50, $75 
or even more per week, rge full time incomes 


from doctors, hospitals, sanatoriums, clubs or 
private practice. Others make good money in 


spare time. You can win independence 
and prepare for future security by 
training at home and qualifying for 
Diploma, Anatomy Charts and 32-page 

Illustrated Book FREE—Now! 


>) The College of Swedish Massage 
Dept. 865-L, 100 E. Ohie St. Chicage 11 


Want to Wake 
MONEY? 


You can... 


by selling Christian Herald’s attractive 
Home Calendar. Well-known and popu- 
lar, this easy-to-sell Calendar is, bought 
annually by thousands of people—for 
their own home and for Christmas re- 
membrances to friends. You don’t need 
previous selling experience. Just show a 
sample of the Calendar on every call— 
you can order one today at the purchase 
price of 30c—and see how quickly your 
sales will mount . . . and your earnings, 
too. Quantity prices are: 
12 Calendars $ 3.00 





25 rd 6.00 
50 id 10.00 
100 os 19.00 
200 i 36.00 
300 iy 51.00 


The regular advertised selling price is 30c a copy 
Printed in beautiful colors, illustrated with 
Bible subjects, which can be cut and mounted 
for use in Sunday School work, each calendar 
page carries DAILY SCRIPTURE VERSES, HOME 
DAILY BIBLE READINGS, INTERNATIONAL 
SUNDAY SCHOOL LESSONS. There is also a 
Preceding and succeeding calendar on each page 
and a complete page of useful information. 
Size: 93% x 16. 
A prospective sale in every Protestant home 





Christian Herald Association 
27 East 39 Street, New York 16, N. Y. 


Enclosed is $........000 - Please send............ 
Calendars to 
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and international questions which are 
so acutely urgent in our civilization.” 

Then occurred the famed conference 
at Oxford, England, in 1937—meeting 
in the same country as the second 
meeting on “Faith and Order,” but ad- 
dressing itself to “Life and Work.” It 
was here that the question naturally 
arose: “Since we're talking about the 
same thing, even though considering 
two aspects of it, why not unite these 
movements toward unity?” 

Uniting unity seemed indeed a good 
idea, and the next year there occurred 
in Utrecht, Holland, the meeting that 
really saw the conception of the World 
Council. Here representatives of 130 
denominations deliberated on means 
for achieving a true world community 
of nations. While they were in session, 
incidentally, another meeting was be- 
ing held at Geneva—that of the League 
of Nations, an impotent body which 
here proved its impotency by rejecting 
responsibility for the rape of Ethiopia. 
That move (if impotency can be called 
a move) hastened the eruption of 
World War II. 

But while this “council of despair” 
was under way at Geneva, at Utrecht 
there was in operation a great “council 
of hope.” 

Spurred by the threats all around 
them, and joining hands and prayers, 
the churchmen at Utrecht determined 
to accomplish, with God’s help, what 
the politicians and diplomats at Geneva 
had failed to do. Without a dissenting 
vote, the yet-to-be-born World Coun- 
cil of Churches adopted a constitution 
and plan of organization. A provisional 
committee was charged to bring the 
Council into being, and a big founding 
convention was scheduled for 1939. 

But war engulfed Europe before the 
committee could carry out its mandate. 

But did this brave and bright new 
hope die during the next ten years? 
Not at all. The “in process of forma- 
tion” World Council set itself the im- 
mediate task of keeping Christians in 
touch with each other during and in 
spite of the biggest and most rending 
war of all time. Moreover, it agreed to 
undertake emergency services which 
the war-curtained could not perform by 
and for themselves. 

Based in Geneva, the Council dur- 
ing the war years worked miracles of 
relief and rehabilitation; saved thou- 
sands of Christians and Jews from the 
Nazis; conducted a widespread chap- 
laincy service to prisoners of war; dis- 
tributed for the Bible societies hun- 
dreds of thousands of Bibles and New 
Testaments. 

And when the war was over, fac- 
ing .appalling suffering and hunger 
everywhere, the World Council’s Re- 
construction Department became the 
coordinating organization for the tre- 
mendous relief program undertaken by 
and for churches the world over. 

For an organization conceived but ; 
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9 second / 


Sani-Flush is safe for use in toilet 
bowls connected to septic tank sys- 
tems. This is proved to your satisfac- 
tion in a scientific report. Write for 
it. Sani-Flush cleans and disinfects 
toilet bowls chemically. Leaves only 
odorless freshness. No scrubbing. 
Effective in hard or soft water. All 
grocers have it. Two handy sizes. 
The Hygienic Products 
Co., Department 473, 
Canton 2, Ohio. 


Sani-Flush 


KEEP <anwt OF BFIVUND of : 
TWO CANS © Guaranteed by 
ood Housekeeping F 
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LOOSE DENTAL PLATES 


RELINED AND TIGHTENED AT HOME $1.00 


NEWLY IMPROVED DENDEX RELINER, a 
plastic, builds up (refits) loose upper and 
lower dentures. Really makes them fit as 
they should without using powder. Easily 
applied No heating required. Brush it on 
and wear your plates while it sets, It ad- 
heres to the plates only and makes a 
comfortable, smooth and durable surface 
that can be washed and scrubbed. Each 
application lasts for months. Not a powder 
or wax Contains no rubber or gum. Neu- 
Sold on MONEY-BACK GUARANTEE, Not 





tral pink color. 
sold in stores. Mail $1 for generous supply, brush and 
directions and we pay postage. Charges extra on c.O.D. 
orders, Proved by 10 years of Consumer Use 


DENDEX COMPANY, Dept. X-7 
2024 West 6th Street © Los Angeles 5, Culif. 











MAKE MONE ENVELOPES 


Our instructions reveal HOW. 
GLENN GLENWAY, 5713 H. Euclid, Cleveland 3, Ohio 












LEARN AT HOME 

Practical nurses are needed in every 

community... doctors rely on them... 

patients appreciate their cheerful, ex- 

pert care. You can learn practical 

nursing at home in spare time. Course 

‘ endorsed by physicians. 49th yr. Earn 
while learning. High Schooi not re- 

quired. Men, women, 18 to 60. Trial plan. Write now! 

CHICAGO SCHOOL OF NURSING 
Dept. 558. 100 East Ohio Street, Chicago #1, Jil. 
Ny, Please send free booklet and 16 sample lesson pages. 
ame 
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not yet born, that’s an impressive 
record! And if in peace the World 
Council manifests the same kind of 
spiritual vision and daring—and unity 
—its success in helping achieve man- 
kind’s long dream will be virtually as- 
sured, 

Yet spiritual success of any kind is 
not achieved alone by leaders and con- 
claves and resolutions and planning. 
The Council can still fall flat on its face 
if the great body of Christians every- 
where—and that includes you and me! 
—are not committed to the same high 
objectives. What you and I do, the 
way you and I think—that is supremely 
important, 

Here’s the way Dr. Henry Smith 
Leiper, executive secretary of the 
American Section of the Council, pins 
the responsibility right on our shirt- 
fronts: 

“Upon the individual in local 
churches and communities rests the 
success or failure of the Church’s ef- 
forts to make real the inner oneness of 
humanity. It is only as neighbors that 
Christians will finally become united or 
remain separate, 






EARN EXTRA CASH 


Sell amazin value assortments— 
Christmas, day, Religious, 
Floral Notes, Gitt raps, Sta- 
tionery, retail only $1. No experi- 
ence; no risk. Get sample Leaders 
Prize and Floral Notes on approval, 


Christmas Cards with NAME 


More easy money makers. Stunning 

Name - Imprinted C hristans Folders — 60 for 

To OP. 5 Series. Positivel unegualed values. 
rite for F REE Samples, ‘‘Prize’’on approval. 


CHILTON GREETINGS CO., Dept.M-16, 
147 ESSEX ST., BOSTON 11, MASS. 
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Why Are Rectal 
Troubles Feared? 


FREE BOOK—Explains Many 
Associated Conditions 






BACKACHE 
PHYSICAL 
WEAKNESS 
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An Apple For The Teacher 
(Continued from page 28) 


Backache, headache, constipation, dizzi- 
ness, nausea, abdomin: il soreness. stomach 
and intestinal conditions are often caused by 
Piles, Fistula or Colon Troubles. 40-page 
FREE BOOK explains the nature of these 
ailments. Write guar. ae & Minor 
$ginie, Suite 902, 926 McGee St., Kansas City, 


“Relief Beyond Belief 


For Dry Eczema Itching 


“It’s wonderful!" *‘Wouldn't be without 
it!"" That's what they say about Resinol 
—the famous ointment that gives such 
blissful, lingering relief from the fiery 
itch of common skin irritations. Try it! 


Write for low prices— 
carpet warp, rug filler, 
Looms, parts, inex- 
pensive beam counter. 


If you have a com,» ive make and width please. 
_OR. RUG COMPANY, Dept. 9889, Lima, Ohio 


pS NI: 


Temporary Relief Is NOT Enough 
Only by KILLING THE HAIR ROOT can 
you be sure unwanted hair is gone FOR- 
EVER. Brings relief and social happiness. 
Do not use our method until you have 
read our instruction book carefully and 
learned to use the Mahler Method safely 
and efficiently. Used successfully all over 
the world for 50 years. 

Send Gc coin or stamps TODAY for 
booklet, ‘*New Beauty for You.'’ 


MAHLER’S, INC., Dept. 4M, E. Providence, R.1._ 


Amazing Get Acquainted 


was LIP Offer 


“Our Famous Hardy PLANTING STOCK 


Our Biggest Bulb Bargain! 


Dozens of brilliant flaming colors 
in this Rainbow Mix Assortment 

- Darwin, Triumph, Breeder 
and Cottage Tulips for remark- 
able low cost of leas than 2c per 
bulb. These are our prize selection 
of famous young especially select- 
ed strain and smaller because 
they are first and second year 
bulbs... 149” to 24” in circum- 
ference. Satisfaction guaranteed 
or money back. 


12 Dutch Iris Bulbs Extra 


SEND NO MONEY! Order now, pez later. Bulb: 
reach payee for for fall planting for only $1.69 plus C.C 
eaten ers prepaid. Prompt action brings 


“Not another surprise, not this time 
when I—I’m going to walk out on you.” 
Perhaps a flower shower, with wilted 
little bouquets stuck in drinking glasses 
on her desk during her absence. Or a 
fruit roll, the apples and pears and 
oranges bouncing down the aisle. One 
year’s group had heaped her chair with 
hankies. Handkerchiefs, some of them 
costing as much as a dollar, when she 
needed stockings, underwear, yes, even 
money to pay her doctor! 

Especially now. Now, of all times! 

“Tm sorry to bother you, Miss John- 
son,” she whispered, as the sixth-grade 
door opened. “But my ducklings are 
up to something.” 

“Again?” The little old lady with the 
knot of gray hair, the pinched-on glasses, 
laughed warmly. “Well, you're lucky. 
When youngsters get older they’re less 
demonstrative.” She turned, gave a 
brief order to the class writing at the 
blackboard, then drew the door a little 
to behind her. Her sharp-sweet eyes 
were anxious, asking, “Virginia, what’s 
this I hear about your leaving?” 

Virginia swallowed. “It’s true. Miss 
Johnson, I—I’ve got to. I’m only twenty- 
eight, That’s not so young, but it’s not 
so old either. Not too old to want nice 
clothes, a new lipstick now and then. 
It’s bad enough being broke any time— 

Miss Johnson smiled. “I know. 
When you're older you're more used to 
it.” She ran a wrinkled hand across her 
drab, chalk-streaked brown sweater. 
“Things such as you mention don’t mat- 
ter so much any more. You become 
aware of other compensations.” 







































S ponuine se year Dutch Iris Bulbs, gorgeous new purples and 
tenn without extra cost. Send order to 


MICHIGAN BULB CO. ceand'tapias 2, mich. 


78 


When writing to advertisers please mention CHRISTIAN HERALD 


“If the World Council is to have any 
meaning for the future, the church- 
member must have the consciousness 
of belonging to a fellowship which 
binds men to God in common depend- 
ence, and which overlaps all barriers 
of social status, race or nationality.” 

Big talk about the principle of Chris- 
tian unity can be pretty hollow if we, 
where we are, manifest those attitudes 
and engage in those actions which nulli- 
fy the possibility of this ideal for which 
Christ prayed—and died. 

On August 22, we are told, the bells 
will peal forth in 5,000 Protestant and 
Orthodox churches across this land. 
For whom do these bells toll? They 
will toll in observance of the opening 
of this historic assembly—true. Their 
ringing, from 9 a.m. to 6 p.m., will “call 
Christians to silent prayer that the 
Amsterdam Assembly may mark a re- 
birth of Christian faith.” 

That’s the big objective, true. But 
ultimately they toll for you and me! 


(CuristiAN Heraxp will be represented at 
Amsterdam by Editor Dr. Daniel A, Poling. 
An_on-the-scenes report by him will be 
published in an early issue.) 





“But I—I’m already aware of them,’ 
Virginia insisted. “I love teaching. 
I’m crazy about children.” 

“That’s what makes it such a shame,” 
Miss Johnson said. “That a good teach- 
er like you, someone who does love 
them and has a way with them, must 
be driven out because the board can’t 
or won’t pay you enough.” 

And now, remembering Miss John- 
son’s bleak status—poor old Miss John- 
son, who should be retired—a wave of 
humility washed through Virginia. “I 
suppose this all seems rather silly,” she 
apologized, “when you—you've got to 
go on, regardless.” 

The older teacher gazed at her in 
mild surprise. “But I want to,” she 
said. “I can’t imagine my life without 
these youngsters. And it’s been a rich, 
full life, I assure you—watching them 
grow, learn, guiding them, and above 
all,” she said, “sharing.” 

“Sharing?” Virginia blinked at her, 
uncomprehending. What, in heaven’s 
name did this poor old soul have to 
share with a group of robust kids?” 

“Why, yes,” Miss Johnson twinkled, 
half-apologetically. “My trips around 
the world—via armchair, of course— 
you'd be surprised how they love it, 
how it makes them like geography. All 
the books I read I try to share with 
them, and the flowers I raise in my lit- 
tle garden; why, sometimes—” she 
laughed, “even my memories! Yes, 
Virginia, there’s a great deal more than 
—than mere knowledge that a teacher 
can share with her pupils.” 

It’s not enough, Virginia thought, 
though she kept silent. It still doesn’t 
pay your bills, or make you look any 
better in the mirror. “Whatever they’re 
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PHILO BURT Support 


PVC CMU mg 
a mld 


‘Almost helpless from a weak back,’’ 
says an elderly woman, ‘‘your appliance 
gave — which brought almost in- 
stant relief and I have completely re- 
gained use of my back,’ 


LIKE A PAIR OF SUPPORTING HANDS 


Gentle, wetting eae? ort, relieving down- 
ward pressure. more comfortable 
than Plaster C Lie, " Leatties or Celluloid 
Jackets, Steel Braces and it is less ex- 
pensive. Light, cool, flexible and easily 
adjustable. Doesn’t show through the 
clothes. 


THOUSANDS BENEFITED 


In our FREE book, many users tell of 
relief, improved appearance, even per- 
manent correction. Examples: “Every 
night I can see my back straighter; feel 
fresher, better, happier.’’ ‘‘A spinal suf- 
ferer 16 years it seems good to work a- 
gain without awful backache, 


30 DAYS TO PROVE VALUE 


Physicians recommend the Philo Burt, 
and we work with your Doctor. Investi- 
gate this proven Appliance if your back 
is weak, injured, diseased, or deformed. 
Reduced price within reach of all. 


SEND FOR FREE BOOK 


™ Fully describe your condition so we can 
$4: i give you specific information, 


PHILO BURT CO.7Samestown new vorK’ 


MAKE #25 "77220" 


Stow LOVELY Doehla Christmas and Greeting cards, sta- 
Star —to friends, neighbors, co-workers. 30 different 
assortments. You make $25 profit on only 50 $1 boxes 
NO EXPERIENCE NEEDED—our FREE 
FREE SAMPLES BOOK shows you easy ways for any 
Beautiful beginner to make money! Write for 2 
‘Name-Imprinted’ | sample boxes on approval. If friends 
Christmas Cards don’t snap them up, return them at 
Sell them on sight J our expense. HARRY DOEHLA CO., 
for only $1 perbox! J Dept. C24, Fitchburg, Mass. 







Are you 
SAVING or 
SPENDING? 


Either way, 
You will need MONEY 


Use our part-time money- 
making plan as a sure way 
to extra cash! 


Many readers are finding 
this way to be the answer 
to their budget troubles. The 


coupon below will start you 
on the road to MORE 
MONEY. 


—-—-—-—- SEND RIGHT NOW 


Desk 98 CHRISTIAN HERALD 
27 East 39th St. N. Y. 16, N. Y. 


Send me all particulars about 
your part-time money-making 
plan. 
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cooking has probably jelled by now,” 
she said, glancing at her watch. “Thank 
you, Miss Johnson.” 

Her slender legs crossed the hall 
quickly, as if to escape the sharp-sweet 
eyes that still watched her. She closed 
the door against them, sorry she had 
talked to Miss Johnson, feeling even 
more wretchedly guilty—and deter- 
mined, 

Then it happened, as she had ex- 
pected. The ecstatic shouts of, “Sur- 
prise! Surprise!” The sudden thump- 
ing of fruit upon the floor, wobbling 
down the aisles toward her. 

“Oh, my goodness!” she shrieked the 
proper exclamations. “What’s happen- 
ing? Isn’t this wonderful—apples!” She 
jumped back in mock dismay. She 
bent and began gathering up the of- 
ferings. They were cool and firm to her 
hands—large wine-dark ones, mellow 
yellow ones, rosy red ones. Of course 
they were bruised a little, from their 
tumbling journey, but you could cut 
away the bruises. Some of them had 
picked up chalk dust and pencil shav- 
ings, but of course, you'd wash them 
before you shared them with the chil- 
dren. 

And—arranging them, a bright parade 
across her desk—still chattering bright- 
ly—her throat caught, and her eyes went 
a little blind. An apple for the teacher. 
The phrase had an ironic new signifi- 
cance, that made her want to laugh, and 
made her want to cry. For it was true, 
almost literally. Apples were all you 
got any more—the apples that signified 
the children’s affection. And to make 
it even funnier—more tenderly, beauti- 
fully funny—you were expected to share 
the apples! 

No—you wanted to! 

Miss Johnson was right—it was the 
sharing, most of all, that rewarded you. 

The recess bell rang then, and the 
children came swarming up, swift as a 
flock of butterflies. They crowded about 
her desk, their eyes big with an eager, 
confident waiting. Some of them licked 
their red lips and rubbed their tummies. 
And Virginia spread her arms to en- 
circle as many of them as she could. 
Her own eyes were shining as she said, 
“Jimmy, will you please go see if we 
can borrow Mr. Hawkins’ jackknife? 
Edith, you and Betty may turn on the 
faucet and begin washing the apples.” 

“Gee, Miss Tracey, you mean you're 
going to let us have some?” inquired a 
fat little boy with a cowlick—as if he 
didn’t know. 

“Why, of course,” she said simply. 
“I want to share everything with you 

—as long as I can. Everything I have 
to give.” My youth, she was think- 
ing. My imagination. My love. Com- 
pared to Miss Johnson, it didn’t seem 
like very much, but it was all she had. 
She only hoped that it was enough. 
(She only hoped it would sustain her 
until salaries got better. As they must, 





sometime, Oh, surely—sometime!) ENp 





IT'S ALL SO EASY! Free Catalog tells 
how to ship your materials at our expense to 
the Olson Factory, where we sterilize, shred, 
merge materials of all kinds—reclaim the valu- 
able wool, etc., then bleach, card, spin, dye and 
weave into lovely, new, deep-textured, Revers- 
ible, Double Luxury Broadloom Rugs. 


oO LS oO FACTORY 


TO You / 


Hundreds of sizes to 16 ft. seamless, any length 


Solid Colors 
18th Century 


Tweed Blends Early American 
Floral, Leaf Oriental Designs 
Satisfaction guaranteed. Over 
2 million customers. We do 
not have agents or sell thru 
stores. Our 74th Year. 
Chicago New York San Francisco 





: OLSON RUG CO., B-34, Chicago 41 § 
§ Mail Catalog of Rugs and Model Rooms Free to: & 
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LOW COST-- HIGH PROFIT 


AY ects 


Up to 100% profit. Show top 
quality new 21-card $1.00 
Christmas assortments. 
Novel Christmas Carol, 
Panorama, Gift Wrapping 
boxes. Others 30c_up. 
Send at once for FREE 
SAMPLES personal cards 

including special line name imprinted 
in silver, FREE STATIONERY SAM- 
PLES and feature Christmas samples on 
approval. Special Offers. Cash bonus. 


NEW ENGLAND ART PUBLISHERS, North Abington 230, Mass. 


PERSONAL 
PHOTO 
CHRISTMAS 
CARDS 


, including ceveceas 
as low as 


20 «$1 


(plus 10¢ Shipping) 


Yulecards are handsome photo Christmas cards 
made from your favorite negative of child, family, pet, 
doorway or familiar scene, etc. See card before you buy. 

FREE sample . _ send us negative of your snapshot 
with 3c return postage. (After Nov. 15 send 6c for 1st 
class return postage.) We will make sample of our deluxe 
style from your negative. If negative unavailable, add 
50c for making new negative from your snapshot. 
Negative returned with sample. No obligation whatso- 
ever. Satisfaction guaranteed. Offer expires Nov. 30. 
YULECARDS BOX 310-CAS QUINCY 69, MASS. 


























: ~~ From 
Your Favorite Negative 












AMAZING OFFER - $40 IS YOURS 
FUR SELLING ONLY 50 BOXES CHRISTMAS CARDS 
Each box contains 25 brand new, entirely different Deluxe 


Christmas cards with or without name imprint- 
ed. Also 50 for $1.00. Free samples. Other boxes 
ion approval. Write today. It costs nothing to try. 
CHEERFUL CARD £0., Dept. D-15, White Plains. WY. 
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Were We So “Silly” ? 


To THE Epriror: 

I think your crusade against comics is 
disgusting! The way you are going about 
it is silly . . . You cannot change them, 
so why stir up trouble? 


Newburg, Oregon R. L. Byrp 
®@ Reader Byrd was too pessimistic, Exact- 
ly four weeks after Sterling North’s “The 
Comics Aren't Funny” appeared in the 
May issue, the Association of Comics 
Magazine Publishers drew up a “code of 
minimum standards” for their product. 
Provisions were: (1) Sexy, wanton comics 
should not be published; (2) Crime should 
not be presented in such a way as to throw 
sympathy against law and order or to in- 
spire imitation; (3) No scenes of sadistic 
torture should be shown; (4) Vulgar and 
obscene language should never be used, 
and slang only sparingly; (5) Divorce 
should not be treated humorously or glam- 
orously, and (6) Ridicule or attack on any 
religious or racial group is never per- 
missible. Cxuristtan Heratpn does not 
claim all the credit; many persons and or- 
ganizations helped—but we did help ignite 
the bomb which blasted the publishers 
into this action!—Ep. 


Covers—Without Lettering 


To rue Eprror: 

The June rose cover is so life-like I can 
alinost smell the fragrance. 

Pana, Ill. Gerrrupe Cram 


To vue Eprror: 

It would be a big boon to your maga- 
zine if you could have pretty covers similar 
to this one and have some without lettering 
to sell to your subscribers at a reasonable 
cost. How many others agree with me? 

Lawton, Okla. Mrs. H. FE. Saari 


To ‘rae Eprror: 

Please do not make the cover look like a 
seed catalogue with flowers and fruit. 
There are so many fine pictures of 
churches, and you have given us some 
beautiful ones. 

Allentown, N. J. Mrs. James Wes1 
To tHe Eprror: 

Greetings and many thanks for the very 
pretty cover. It’s the nicest we have 
had for some months. 

Meriden, Conn. Saran E. Yau 
To THe Eprror: 

Your June issue has a most wonderful 
picture cover. Would it be possible to ob- 
tain two of them without printing on them 
so they would be suitable for framing as 
pictures? 

Roanoke, Ind. Mrs. Lioyp Harrier 


To THe Epriror: 
The cover . is beautiful for framing, 
if it had no lettering on it. Can’t you 
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furnish copies for your readers? I am sure 
others would be delighted to have one for 
this purpose. 

Nampa, Idaho Mrs. Water LetBert 
To THE Eprror: 

Your June cover is lovely, like a breath 
of spring. 

Mrs. W. F. HoLtutncswortu 
Riverside, Calif. 


@ We are sorry we're unable to supply ex- 
tra prints of the cover, with or without let- 
tering. The color process is too expensive 
to warrant reproductions apart from the 
magazine. But, in response to many appeals 
for sans-masthead covers which can be 
framed, see what we're giving you this 
month! If sufficient readers prefer this lay- 
out to the previous one, we'll stick to it. 
Let us know!—Ep. 


More Than He’s Worth? 


To tHe Eprror: 

In the July issue, Gabriel Courier  re- 
ports: “Their pay (tradesmen) is not based 
on what they are worth; it is based upon 
what they can squeeze out of their em- 
ployers.”. May: I get personal? I draw 
$13.20 for eight hours and $9.90 for four 
hours on Saturday. There is some lost time 
each week. Working away from home, I 
sleep in my car. I eat all day on the price 
of a single restaurant meal. We have meat 
about once a week. Our July Fourth din- 
ner consisted of fried potatoes, bread and 
blue plums packed in water. You can be 
assured that it is but a matter of time until 
I move into the class of getting more than 
l am worth, if I have to change my trade 
(carpenter). And if Courier is getting a 
decent living he is getting more than he 
is worth. 


Murdock. Kansas Anruur S. BERG 


@® We are sympathetic to Reader Berg’s 
viewpoint as well as his plight. But we 
think he’s a little tough on our Mr. C. The 
provocative Courier often runs amuck 
amid our reader’s opinions, as well as— 
sometimes—those of the editors. That's 
what makes him so interesting, and so 
worthy of his hire!—Ev. 


Virginia Liquor 


To ‘rHe Eprror: 

In the July issue. page 4, “J. C. Y.” of 
Arlington, Va., asks if you do not think that 
liquor should be taken out of grocery 
stores “where children can go and make 
purchases.” In the state of Virginia liquor 
is sold only in state-operated stores. One 
cannot drink it in public, and it is not sold 
by the drink. J. C. Y.’s letter is not only 
untrue but it also creates a bad impression 
of the way liquor is controlled in this state. 

Charles City, Va. Lro Marks 


@ We are quite sure J. C. Y. of Arlington 
meant no reflection on Virginia’s handling 


of the problem of so-called “hard” liquor 
by funneling it through state-operated 
stores. What he probably had in mind was 
the selling of beer and wines—are they not 
available in Virginia grocery storesP—Ep. 


Segregation 


To tHe Eprtror: 

I was thinking about segregation. The 
back seats of the bus were filled with 
good-natured, friendly Negroes. We white 
people were segregated to the front seats. 
A white man, standing on the curb, begged 
to be taken on. He had an important busi- 
ness appointment; it would be an hour be- 
fore another bus came. One of the Negroes 
offered his seat. “I’m in no hurry,” he 
said. The conductor refused to make the 
change. Only a few days before. a white 
man had been arrested and fined because 
he sat down in an unoccupied “colored” 
seat. As we rolled along on the highway, 
we passed the white man wearily plodding 
along to fill his appointment. 

Strawn, Texas Louie ANDERSON 


Travels of a Herald 


To rHe Eprror: 

Your magazine has the cleanest, best 
stories I find in any magazine. I am always 
safe in placing it on my school reading 
table, even before I've found time to read 
it myself. It goes to Sunday school, other 
friends, and then to school, sometimes to 
a community library. 


Plymouth, Il. Mrs. E. A. BunmMoop 


Meditations 


To tHe Eprror: 

I have been using various devotional 
helps for many years. I have found none 
more satisfying than those now being pre- 
pared by Dr. Moore for CuristrAn Her- 
sLD. Both in subject matter, in spiritual 
understanding and in phraseology they are 
most helpful. 

Pulaski, Va. (Rev.) RyLaAnv Knicut 
To tHe Epiror: 

Walter L. Moore upholds the high stand- 
ard set for “Daily Meditations” by former 
authors. 

Custer, Wash. G. R. OLson 
To tHe Eprror: 

The “Daily Meditations” by Dr. Walter 
L. Moore are indeed fine, and I enjoy 
reading them because they are so simple 
yet profound. You certainly have selected 
a “top-notch clergyman-writer.” 

Newport News. Va. 

(Rev.) J. Merz RoLuiws 


To THe Eprror: 

Dr. Moore’s “Meditations” just touch the 
right spot. . . . Trying to guide those who 
are near and dear to us is exacting and 
often discouraging. Dr. Moore’s daily mes- 
sage gives ne daily renewed hope. 

Kingston, N. Y. 

Mrs. FLORENCE CAMPBELL 


@ We-and Dr. Moore—greatly appreciate 
the many expressions sent in regarding the 
“Meditations,” of which the above are but 
a few samples. No doubt about it, the 
“Meds” are one of our most popular fea- 
tures. We'll try to keep them so!—Ep. 
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THE FIRST JEWISH NATION 
SINCE TITUS DESTROYED JERUSALEM! 


Can the Anti-Christ be far Behind? 


The Sensation of the hour! Israel a 
Nation! Chaim Weizmann the President! 
And there is a Foreign Minister! And a 
Secretary of State! And the Republic of 
Israel is locked in deadly combat with the 
seed of the bondwoman, 
Hagar! This may be Ezekiel 
37 in the making: we are 
not sure. But here is star- 
tling potential:—the prophet 
Daniel tells us of a terrible 
monster to come called the 
Anti-Christ, who is to make 
a covenant with “Israel” for 
one week. 


But Where are 
the Principals? 


But there has been no 
“Israel” for 1900 years! 
They have been only exiles 
and refugees the world over, 
“people of the wandering 
feet”! If the Anti-Christ 
should have shown up ten 
years ago, with whom could 
he have done business? 

And now, with dramatic 
rush, the Nation of Israel is 
come to birth! Can it be that 
the Anti-Christ is already 
waiting in the shadows? And 
can it be that Armageddon, 
the “Time of Jacob’s Trou- 
ble,” is on the horizon? 
Awake! Awake! Oh Church 
of Christ! 

But Israel is on the march! 
“Back to Palestine!” is the 
heart-cry of a world harassed 
Jewry. From Poland, Ger- 
many, Austria, Roumania, America, Israel’s 
sons come exultantly trooping to Palestine. 

They seek a place of refuge from an 
ever rising tide of Jew-hate the world 
over, and they think they will find it in 
the land of Abraham and Isaac and Jacob. 
They know not that they are soon to face 
in Jerusalem the greatest outburst of Jew- 
hate the world has ever known, such a 
time of trouble as has never been, nor 
ever will be again, a time which a merciful 
God has promised will be shortened, “for 
the elect’s sake”’—the time of Jacob’s 
trouble, which will find its blessed culmi- 
nation in the sudden appearance of the 
Lord Jesus Christ on that hill so full of 
poignant Bible history, the Mount of 
Olives. There it will be that Israel shall 
acclaim with penitence and joy Him 
against Whom they ignorantly shouted 
2,000 years ago. “We will not have this 
man to rule over us!” 

And what must the Church do? “Com- 
fort ye, comfort ye, my people,” is His 
command for this hour of prophetic 
awakening. And again, “Take no rest and 





give Him no rest, until He shall establish 
Jerusalem a praise in the earth” (Isa. 62:7). 

God’s interests are centered in Israel. 
Where are yours? Shall we not, while it is 
yet day, impregnate and saturate Israel 





iew of Jews in German detention camp the 
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with the message of salvation, before the 
night of darkness come upon us? Shall we 
be guilty of an abandoned fatalism? 
Shall we say, with specious philosophy, 
“It is all as God foretold, and so we shall 
do nothing about it?” So indeed might 
Pharaoh have said; but he found to his 
everlasting sorrow, the God had to be 


AMERICAN BOARD OF MISSIONS TO THE JEWS, 
236 West 72nd St., Room 2, New York 23, N. Y. 





reckoned with. So might the Jew have 
said, when rejecting Christ 2,000 years 
ago, “It is all prophesied, I can’t help it!” 
But the tragic record of two millenniums of 
dispersion and world agony teaches a dif- 
ferent moral, 

Never in history has the 
call of God been more in- 
tense and more climactic 
than in this strategic moment. 
Never has it been more im- 
portant to impregnate Israel 
with the Gospel Message! 
We must, we must, we must, 
get the news out to Israel. 
They must have the same 
chance you have, to accept 
the real Christ before it is 
too late! Before the ANTI- 
Christ comes along and 
brings only slaughter and 
devastation. 

The American Board of 
Missions to the Jews, has 
this Message of the hour! 
For 54 years God has been 
grooming and training us 
just for this strategic hour 
of world cataclysm. We 
have the experience, we 
have the missionaries, the 
finest in the world, we have 
the locations, in the world’s 
centers of Jewish popula- 
tion! We are in Jerusalem, 
in Haifa, in London, in 
Paris, in Brussels, Amster- 
dam, Oslo; Poland, Rou- 
mania, Germany, are all in 
our Paris orbit. In_ short, 
we have the anvil. Now give 
us the hammer! 

Use the coupon below, if the Lord so 
leads you. You will also receive “The 
Chosen People” regularly each month, and 
thus be kept in touch with the Jewish 
Palestine movement all the year round. May 
God reveal to you His will concerning the 
seed of Abraham, the scattered sheep of 
the House of Israel. 


INC. 


In Canada: 39 King William St., Hamilton, Ont, 


Brethren in Christ: God bless you, and we pray for your testimony. Here is 


ab cicxspei sn sivtieacssusvieesiens Use it to Gospel-ize the Jew before it is too late. 


Faithfully yours in Him, 
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55 FEATURES... 


7 GREAT DEPARTMENTS MAKE= 


E NEW CHAIN-REFERENCE BIBLE. 


Truly a Bible PLUS a Biblical Library 
in ONE Volume 


EDITED BY REV. F. C. THOMPSON, D.D., PH. D. 


READ WHAT OTHERS SAY: 


Justice Glenn Terrell, Former Chief Justice of the 
Supreme Court of Florida: 
entrance to the Library 
for Women in 

‘The Half of Knowledge Is to Know Where to Figd Knowledge.’ 
The New Chain Reference Bible 
the fullest spiritual truths and tu gain the most com- 


Most 


enc 


‘<—*. plet nowledge of the Bible in the easiest way. For 
| Cia ie tg tng two years I have used the New Chain Refer- 
> es 
LANGE & 
PA) 
MTT 
We 


concise form 
never seen ¢ 
work and general use.”’ 
Scholar and Scientist: ‘I have never seen any other 
single volume that contained as many practical helps 
beginner, or the 


Rev. 


for the 


Scriptures.”’ 


Bible and I have found it. to be the best of them 
Ni. Dr. Ralph W. Sockman, Christ Church, Meth- will 
ist, New York City: 

that I use it above all others. I 
Bible edition which equals it for study the 
fore 
Editor, 
boy 


“The inscription over the 
of the Florida State College 
Tallahassee, Florida, is: 


is the ‘Where’ to find of 


in stch it 


“It contains so muc; 


Dr. Harry Rimmer, Biblical 


student of the 
Director, Old 


advanced 


Charles E, Fuller, 


Fashioned Revival Hour Broadcast: 
preacher and teacher of the Word had a copy of this 
usable and logical reference work.” Dr. Lean- 
Wittenberg College: 
New Chain Reference Bible is a treasure-house 
Bible that 
Dr. H. Framer Smith, 
“The more I use 
It is indeed a marvel of Bible 
work that 
appreciated by the deep student, but 
even a child nine years of age 
To anyone desiring a better knowledge of 
examine this work be- 
Bible.” Dr. F. M. McConnell, 


most 
der S. Keyser, 
“The 
useful 
ought 
Nationally-Known 
it the 
Analysis. It 
be greatly 
is so simple that 
have can use it. 
Scriptures, I 
buying any other 


in the 7th grade.can get 
this Bible in two days than a 
an ordinary 


Former Prof., 


information. Surely this is the 
to be in every home." 
Bible Teacher: 
more IL value it. 
is not only a 


very scholarly 


would say, 


Baptist Standard: “I firmly believe that 


Bible in a week,” 


Rapidly Replacing Other Bibles —Has So Many More New Helps! 


want Unique chart showing Origin and Growth of the English 
ible, 

2. The Outline Studies of Bible Periods, comparing Bib- 
lical History with Contemporary Secular History. 

3. The Analysis of the Bible asa Whole. 

. The Analysis of each of the 66 Books of the Bible. 
. The Analysis of every Chapter of the New Testament. 

6. The Analysis ofthe Verses of the entire Bible. 

7. The Numerical and Chain Reference Systems. 

8. Special Analysis of the Important Bible Characters. 

9. Contrast between the Old and New Testaments. 

10. The Topical Treasury. New Topics for Prayer Mcet- 
ings, Men’s Meetings, Women’s Meetings, Missionary Meet- 
ings, Young People’s Meetings, ete. 

11. Special Bible Readings for private devotions and pub- 
lic services. New and different subjects. 

12. Bible Harmonies of the Lives of Moses and Paul. 

13. Special Portraits of Jesus. 

14. Chart of the Messianic Stars. 

15. Chart showing cause of the Babylonian Captivity. 

16. Chart of the Temple of Truth, illustrating the Ser- 
mon on the Mount. 

17. Chart of Jesus’ Hours on the Cross. 

18. The Christian Workers’ Outfit. Of special value to soul 
winners, 

19. All Prominent Bible Characters Classified, listing the 
Patriarchs, Leaders in Early Hebrew History, Courageous 
Neformers, ete., with meaning of their names given. 

20. Golden Chapters of the Bible. 

21. A Complete General Index of over seven thousand 
tonics, names and places. 

: 22. Special Memory Verses selected from each Book of the 
Jible. 

23. Chart Showing Seven Editions of Divine Law. 

24. Graph of the Prodigal Scn. 

25. Bible Mnemonics, or how to memorize. 

26. The Principles and Best Methods of Bible Study. 

27. Pictorial Illustration of the River of Inspiration. 

28. Bible Markings, Explaining best methods of marking 
one’s Bible. 

29. Concordance. 

30. Atlas of 12 colored maps with Index for quickly locat- 
ing places. 

Other Features in Text Cyclopedia 

31. Topical Study of the Bible. Correlated Scriptures 
printed out in full under 2467 topics and sub-topics. Three 
times as many as in any other Bible. 

82. Contrast Study of Great Truths of the Bible. Enables 


you to study the Constructive and Destructive Forces of 
Life, with the Bible verses printed out in full under such sub- 
jects as Faith—Unbelief, Love—Hatred, Courage—Fear, ete. 

33. Life Studies, suct. as Business Life, Home Life, Devo- 
tional Life, The Surrendered Life, ete 

34. Bible Stories for Children. A list of 56 stories to be 
read from the Bibleitself. 

35. Miracles of both the Old and New Testaments listed 
§n Chronological Order. 

36. Parables of the Old Testament. Parables of the New 
Testament, listing those given in One Gospel Only, those 
givenin Two, and those given in Three. 

37. Titles and Names of Christ; of the Holy Spirit; of God 
the Father; and of Satan. 

38. General Bible Prophecles. 

39. A List of the Prophets of the Bible. 

40. List of Judges of Israel and Judah given in Chronolog- 
ical Order. 

41. List of the Notable Women of the Bible. 

42. Mountains and Hills referred to in Bible, listing the 
Scenes of Great Events. 

43. Dictionary Material. 

44. Tables of Time, Money, Weights and Measures. 


Eleven New Features Added in the Third Improved Edition 


45. The Historical Bridge, covering interval between the 
Old and New Testaments, 

46. Chart showing the History of the Apostles. 

47. Harmony of the Gospels, citing references in different 
Gospels where events are given. 

48. Calendar of the Christian Era. 

49. The Post-Resurrection Appearances of Jesus, illus- 
trated with well-known paintings. 

50. Chart of the Seven Churches of Asia, described by 
John. 

51. An Outline History of the Evangelistic and Missionary 
Work of the Early Church. 

52. The prophesies Concerning Jesus and their Fulfillment, 
arranged Chronologically, with principal verses printed out 
in full. 

53. Map Showing Approximate Distances from Jerusalem 
to Various Historical Points. 

54. Chart Showing the Interior Arrangement of the Temple 
at Jerusalem. 

55. Thirteen Special Illustrated Maps Showing the Jour- 
neys of Jesus, Peter, Paul, and the Journeys of the Children 
of Israel from Egypt to Canaan. These are separate maps, 
mind you—not several crowded together on oue page. 


B.B. Kirkbride BIBLE CO. 


C-369, MERIDIAN LIFE BUILDING 


INDIANAPOLIS, 


INDIANA 


The Revised Version is given in the wide 
margin opposite the verses, wherever an im- 
portant difference in meaning occurs, 


Be Fair to Yourself! 


See this special Bible with its un- 

PUT eas te le a1) 

buy any Bible—or you may regret 

it as others have. Ask your pastor 

ae ee Le 

ly praised by so many renowned 
Tet tee 


SEND NOW 
for this 


big FREE 


descriptive | 


Agents Wanted 


B. B. KIRKBRIDE BIBLE CoO. 
Dept. C-369. Meri. ian Life Bldg. 
Indianapolis. Indiana 


(© Without cost or obligation to me. send a copy 
of the big illustrated book. ‘‘A New Bible for a 
New Day.’’ and full-particulars concerning the 
Third Improved Edition of your New Chain Ref- 
erence Bible. 


© Send your special terms to Representatives. 





“I wish every 


more information from 
preacher can get from 


